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‘POLISH DELEGATE 
‘LEAVES MOSCOW 


cable to The Christian Science 


| Special 
| Monitor from its European News Office 


LONDON, England (Monday) 


the Finnish Government has sent an 
ultimatum to the Russian Soviet Re-- 
_public regarding’ Karelian affairs. A 
further Moscow message states that 
the Polish representative has _ left 


‘BRIBERY AS SALE 
MOTIVE OPPOSED PLAN IS DEFEATED! oF ARCTIC REGIONS 
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| Moscow with his suite, Mr. Tchitch-_ 
erin having denounced the Polish at- Special to The Christian Science Monitor 


tack upon Vilna as unjustified and 
‘having informed him that prepara-. 
|tions for his departure were complete. | 

The Moscow ages a will al- 
ways be ready, the message adds, 
resume negotiations for a cessation 
of hostilities betWeen the two coun- 
tries. 
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leged Interference in _ Iris 


|Special cable to 


Monitor from its European NeWs Office’ 


DUBLIN, Ireland (Monday)—The_ 
Irish-American delegates, Messrs. 
Walsh, Ryan, and Dunne, have arrived 


-| Effort Will Be Made at Next 


Moscow wireless messages deny that’ 


Session of Congress to Enact 
a Measure Making Practice 
Impossible in All Business 
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from its Washington News Office 


WASHINGTON, District of Columbia 


—Prompt passage of a bill prohibiting 


' 


'Murdock, a member of 
- Trade Commission. 
approved by the commission, failed of 


to commercial bribery is expected of the 


session of Congress by Victor 
the Federal 
The Fletcher Bill, 


next 


passage in the general congestion of 


‘legislation at the last session. 


“Business men in the United States, 
our investigation of commercial 
bribery has shown,” said Mr. Murdock, 


“as a rule, are more than willing to 


h passed speedily. 


‘Unionist Press in England Criti-| have the practice stopped, and I have 


no doubt that a bill like the one 
presented in the last Congress will be 
We find that many 


concerns have been forced to use 


Question i in Favor of Délegates methods that they dislike, because 


competitors used them, and if 
freed from 


their 


the whole industry is 


The Christian Science bribery, as a means of selling goods, 


these concerns will rejoice.’ 

The commission has investigated the 
varnish, soap, printers’ ink, printers’ 
rollers, and ship-chandlers’ industries, 
and is now investigating the dye in- 


at Kingstown from Paris and were re-  qustry, Its orders to these industries to 


ceived by Professor de Valera, Count} stop the practice of commercial brib- | 


>| Plunkett and other Sinn Fein leaders. 


‘Frank P. Walsh stated they had come 


ery are being obeyed, and reports to the 
commission state that a retugn to the 


former methods is not desired by any | 


to confer with Mr. de Valera on the appreciable percentage of the con- 


question of securing international rec- 


ognition of the Irish republic at the 
The delegation’s cooperated with 


Peace Conference. 
program includes visits to Glendal- 


eough,- Belfast, Cork, Limerick, and a the ship-chandlers’ trade. 


meeting of Dail Eireann. 
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DUBLIN, Ireland 
The Associated Press)—Michael 


(Monday)—(By 


Ryan of Philadelphia and former Gov. 


Edward F. Dunne of Illinois, repre- 
/ sentatives of the Irish societies in the | 
United States, arrived here tonight 
from Belfast. 


station by enormous crowds, 
‘escorted them through the principal 
| streets. 
Notwithstanding the 
scription of meetings and pro@¢essions, 
interference with the 
demonstration. Upon their arrival at 
their hotel, the Americans addressed 
the assembly from a window, dwelling 


self-determination 
form of egovern- 


ing the right of 
and a Republican 
ment for the Irish 
Irish were as entitled to those rights 
as the Jugo-Slavs. Several! Sinn Fein 
leaders also made addresses. 
demonstration ended near midnight. 


LONDON, England (Monday) 


to dispatches 


the 


according some 
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‘who shall turn state’s 


‘in enforcing 
upon the objects of the war and claim- | _ 


| ibe. 
military pro-. accepting the brib 


} that 
| bill 
| intrastate, 
ic ommerce 


Leerns, 
The United States Shipping Board 
the commission in 
eliminating commercial’ bribery from 
In the dye 
industry, which was controlled by 
Germans up to the time the United 
States entered the war, commercial 
was found to be unusually 


prevalent. The commission is now 


seeing that it does not retain a foot- | 


hold, under American control. 
The bill introduced by Duncan U. 
Fletcher, United States Senator from 


They were met at the Florida, at the last session of Con- 
gress 
which 


_and which will be reintroduced, 
imposes a fine upon the one offering 
a bribe to secure trade and the one 
It also provides 
that any person guilty of the offense, 
evidence, may 
be granted immunity from prosetu- 
tion. This latter feature is expected 
by advocates of the bill to be effective 
respect for the law, as 
one party to a bribe would never 
know when the other party might save 
himself through confession. The com- 
mission feels that the stamping out of 
commercial bribery one necessapy¥ 
step to the preservation of free, open 
and fair competition. It is believed 
Congress has power to pass a 
which would prevent bribery in 
as well as in interstate, 


is 


encouraged and believe the creation of DR. ANGE a 8 DE CLINE S 


an Irish Republic is within sight, the 
Unionist prees here is calling for 
explanation from Mr. Lloyd 
and ecfriticizing President 

alleged interference in British domes 
tic affairs 

“If .it is true that Mr. 
behind this intrigue against the 
of the United Kingdom 
President's behavior toward Italy any 
thing is credible—the 
baseador,” says the 
“ought to be told 
Kingdom does not 
ence in its domestic 
our business and the 
body else.” 

The Daily Graphic says: 
ihe states of America were again 
demand the right to secede from 
['nion, it 
people would be 
such a demand 
official encouragement from 
Britain. We apply the same 
ard of judgment to American 
ference in our affairs.” 
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ANN ARBOR POST 


ANN ARBOR, Michigan—Wide di 
in policies of administration 
between the regents of the University 
of Michigan and An 
cell, dean of the University of Chicago, 
has the latter to reject the 
proffer of the Michigan presidency ex- 
tended to him last March, it was an- 
nounced yesterday. 

It is understood that in a statement 
to the regents Dr. Angell outlined a 
policy of reorganization, including 
changes in several of the university 
departments andthe initiation of a 
new athletic policy. Despite a num- 
ber of personal meetings lasting up 
until last week, no agreement could 
be reached 

William Howard Taft is said to be 
among those under consideration as a 
successor to President Harry Burns 
Hutchins, whose resignation was ac- 
| cepted last March. 
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Canadian Government 


Out Proposal for State to Ap-. 
propriate Profits of Railway | 


Special to The Christian Science Monitor 


from its Canadian News Office 
OTTAWA, Ontario- 
the government 


-By a vote of 110 | 
last night de- | 


feated an amendment to the billrto in- | 


corporate the national railways com- 
pany, 


which was moved by the Hon. W. | 


S. Fielding former Minister of Finance | 


inthe Laurier Government. 
contended that it was unwise to per- 
mit the receipts and revenues of the 
System to go into the fund of 


/company and to be disbursed by the 


directors as they saw fit. 


He moved that they go into 


Mr. Fielding | 


the | 
ducing 


Introduction of Large Herds of 
Reindeer Into Unprofitable 
Regions Proposed by Mr. Stef- 


ansson in Canadian Parliament: 


Se — 


Special to The Christian Science Monitor 
from its Canadian News Office 

OTTAWA, Ontario—-In an address 
before Parliament on Tuesday, 
Stefansson, the explorer, explained in 
detail that the Arctic and sub-Arctic 
regions of Canada may be converted 
into a highly profitable area by intro- 
large herds of 


|musk ox, which would yield large sup- 


the | 


consolidated revenue fund of the coun- | 
try and be appropriated therefrom by-' 


Parliament, as js done in the case of 
all other public revenues. 
Minister declared that the govern- 
ment’s policy in this regard was one 
of the handicaps under which public 
ownership would labor. 
icap he declared to be the imposition 
of closure in the committee stage. 

Sir Thomas White contended that 
the method proposed by his predeces- 
sor as Finance Minister was neither 
practicable nor economic. 
desire of the government to divorce 
the operation of the road from politics 
and thereby to eliminate patronage, 
while at the same time making 
directors responsible to 
by audit and report. 


The former: 


plies of wool and milk in regions at 
present turned to little use. 


OTTAWA, Ontario—A plan for con- 
verting the Arctic and 


i . ¢ . 
regions of Canada into a great wool, 


milk, and meat-producing area was | 


Another hand- | 


' Interior, 


presented to the Canadian Senate and 


House of Commons today by Vilhjal- 
‘Internal Situation Stronger and 


mur Stefansson, the explorer. 


LIBERAL RAILWAY _ PLAN TO MAKE USE ‘SUPREME. PENALTY 


ASKED FOR LENOIR 


Special cable to The 
Monitor from its Europea... News Office 
PARIS, France. (Tuesday)—After 

sessions extending over a period of 35 

days the trial of Senator Charles Hum- 

bert is nearing an end. The counse!- 
ors for the defense spoke today and 
will continue tomorrow. 


Evidence introduced by the prose- 


-cution showed that William Desouches, 


a former lawyer, who sought to ac- 


‘quire a newspaper with Peter Lenoir, 


‘obtained German money, 
Mr. | 


through: a 

Swiss intermediary. The plan was to 

buy the Journal. 
Captain Mornet, 


prosecuting coun- 


sel, demanded the ,upreme penalty for 


reindeer and. 


sub-Arctic | 


His ideas were recently placed be-— 
‘fore Arthur Meighen, Minister of the) 


whose department adminis-| ' 


_ters the natural resources of the north, 


It was the, 
|the explorer address Parliament. 


; project 


and it was thought advisable to have 
His 
large 


involves introducing 


herds of reindeer and domesticating 


the | 
Parliament | 


Opposition members later moved an | 
amendment calling for the placing of | 


a representative of Labor and of the 
returned soldiers on the board of di- 
rectors. These amendments were both 
moved previously and both defeated. 


MUNICH REJOICES 


IN RELIEF OF CITY: 


and developing great herds of musk 
ox. Both animals would furnish milk 
and meat supplies, and the musk ox 
would afford also a wool supply. 


expedite opening of mineral and other 


resources, 


He estimated that there 


were from 1,000,000 to 2,000,000 square 
miles of land available for grazing, in! 


where reindeer and musk ox could 


_exist the year round. 


| The Government’s 


Government Troops Cheered on | 


Communist Forces—Austrian 


Soldiers Help” in the Relief. 


sole aim was to give a possibility of 


me eee 


special to The Christian Science 


AMSTERDAM, Holland (Tuesday)— | 
few of those who expected the enter- | more settled today than it has been at. 
prise to succeed ever dreamed of its | any time during Mr. Carranza’s presi- | 


The relief of Munich by government 


troops after’a period of anarchy under | 


the communists since the ejection of 
the Hotfmann zovernment, was 
brated by the 
sign of rejoicing. the 
troops being cordially 
entering the city. 


government 
welcomed on 


(Monday)—(By 
All Munich 


MUNICH, 
The Associated 
celebrated the victory over the Soviet 
Government, vesterday. The 
were crowded with people who cheered 
the passing troops or gave them re- 
freshments. Bands plaved national 
airs outside the captured palace and 
the crowds sang patriotic anthems. 

The presence of armed peasants was 
noticeable in the streets, and 800 Aus- 
trians who fought with the German 
Government troops regain 
were cheered. The citizens were busy 
during the day tearing down Sparta- 
placards This work they did 
more willingly because General 
Moehl, the 
a statement that it 


Bavaria 
Press )- 


to 
C1St 


was the north Ger- 
mans who assisted largely in freeing 
the city, and declaring that they were 
entitled to the test oo of the entire 
population, instead of the 
had been worked up against them. 

The Bavarian War Ministry will be 
transferred from Bamberg to 
and a resolution dissolving the Bava- 
rian Army will be adopted by 
Cabinet because of the poor work done 
the Bavarian troops during the 
troubles in this city 


LABOR MOVING 
UPON 


(‘hristian Science 

lQastern News Office 
NEW YORK, New York-~—Represent- 

ing Greater New York trades unions, a 


Special t The 


from it 


BOLSHEVISM | 


cele-. 
inhabitants with every | 


in 


streets | 


'merely to promote the economic 
‘fare of the Eskimo, but 


struct Eskimos in the care of deer and. 
in 
the city) 


| government 


von | 
favarian commander, made | 


Experiment 


“About 20 years ago,” he said, 


American Government introduced 1280 


Entering After Overthrow of | 


domestic reindeer into Arctic Alaska. 


From the point of view of the govern- | ; 
‘ P ® ° B tural development in one of the west 


coast states of Mexico, on a large | ing 


ment this was a sort of charity for the 


; economic independence to the Eskimo. 
Monitor. 


The prevailing opinion was that even 
this object would not be attained, and 


“the ‘agricultural and mineral production. 


‘are equally active, and plans are now 
' being 


iL tt et i tte tt ca 


Peter Lenoir, 
punishment for [Desouches, 
listed in the French Army in the hope 


Christian Scienee- 


4 
; 


but asked a less severe! 
who en-| 


of atoning forhis share in the alleged 
| plot. 


CONFIDENT VIEW OF 


MEXICAN AFFAIRS 


More Settled Than for Years, 


portunities for Northerners 


from its Pacific Coast News Office 
SAN 


dustrial conditions on the west coast 


Says John R. Phillips—Op- 


| admitted. 


ENTENTE EXPECTED 


TO PRESENT TERMS 
TO GERMANS TODAY 


Itahan Delegates Plan to Reach 
Paris in Time for Handing 
Preliminary Peace Treaty— 


Attend 


Journalists to 


Special aable to The Christian & ence 


Monitor from its Buropean News Orttte 


LONDON, England (Tuesday)—-The 


'Christian Science Monitor learns from 


an official source that the preliminary 
peace treaty will, according to present 
arrangements be handed to the Ger- 
man plenipotentiaries tomorrow after- 
noon. 


The Christian Se 
Monitor from its European News Office 
PARIS, France (Tuesday)—Owing 

to strong representations on the part 

of the allied journalists, the Council 
of Three have decided that 40 journal- 
ists will be accommodated at Ver- 
sailles to witness the historic scene. 

The German delegation will be ac- 

companied by five of its journalistic 

staff. There will be very few officials 


Special cable to lence 


Mr. Pichon, the Foreign Minister. 


was informed yesterday that Mr. Or- 
| _lando and Baron Sonnino were leaving 
Special to The Christian Science Monitor _ 
| Wednesday morning. 


FRANCISCO, California—‘“In-. 


of Mexico, speaking for the 600 miles 
The Canadian north, Mr. Stefansson | | 


.Said, could be utilized to help solve | 
present and future food shortages, and | 
the development of-his project would | 


of territory below the 


improving all the time,” said John R. 


Phillips, in an interview with a repre- 


‘sentative of 
_ Monitor. 


‘a climate too severe for cattle, but! 


The Christian Science 
Nine hundred carloads of 
winter tomatoes have been shipped out 
of the Nogales gateway, the exit for 


this whole Mexican country, this sea- 
son, and the buyers have told the 
growers that they will purchase all 
that can be produced. Other lines of | 


consummated by a group of 
United States capitalists for agricul-| 


scale. 


“In fact 


optimistic in saying that the internal 


condition of Mexico is stronger and 


present magnitude or the meaning it | gency, notwithstanding the fact that a} 


would have fo 


the world tomarrow. 


three years, but the few animals | 
that are in the hands of white men are 
found to double in numbers every two | 
years. 

“When 


the American Government 


Alaska today or for special session of Congress is being | 


‘held for the disposal of a grave con- 
Under Eskimo care these herds | stitutional matter affecting the inter-| 
Kes increased at the rate of doubling | ests of foreign capital invested in that 


' 


| 


gave reindeer to the Eskimos they | 


made each Eskimo promise he would 
rot sell many of the reindeer at any 
lume to a white man, the' object being 
wel- 
it was found 
necessary to secure Laplanders to in- 


these Laplanders were allowed by the 
government to own reindeer herds on 
the same terms as the natives. The 
overlooked to. bind 
Laplanders as they bound the Eskimos, 


} 


‘in Mexico. 
ary 


country. 
Failure of Blanquet Expedition 


“I say this notwithstanding the re- | 
cent newspaper reports to the effect 


international | (Ry The Associated Press)—When the 


boundary line, from which region I) 
/ have just come, are excellent and are. 


I do not think I am t00| ceive the judement of the allied and 


Rome, and expected to be in Paris on 


es ce 


Arrangements for Conference 
VERSAILLES, France (Monday)}— 


German delegates enter the dining 
room of the Grand Trianon on 
Wednesday afternoon to receive the 
text of the treaty of peace they will 
find the representatives of the powers 
arrayed against Germany awaiting 
them at one of the great tables which 
have been placed in the room. Mr. 
Clemenceau, President Wilson and Mr. 
Lloyd George will stand at the head of 


_the table. 


| 


The Gerrans will not join the 
allied delegates at this time, but will 
be conducted to a smaller table stand- 
ing by itself at the open end of the 
great horseshoe formed by the green- 


. covered tables arranged for the meet- 


There they will listen to Mr. 


Clemenceau’s opening address and re- 


f 


| sentatives will be grouped. 


that the Carranza régime cannot last | 


| six months and that lack of food exists 


revolution- | >* 
of 


The strongest 
effort that has been made since 


the collapse of Villa was the Blanquet 


expedition, 
completely. 
launched by Americans and Mexicans | 


This adventure. was 


New York and was well financed. | 


ithe details having been in preparation | 


the | 


for a full year. But even this elabor- 


which recently failed se, 


associated nations, as formulated in a 
volume of conditions drawn up during 
the four months of deliberation by the 
inter-allied conference. 

On Mr. Clemenceau’'s right will be 
President Wilson and the other Ameri- 
can delegates, while on his left Mr. 
Lloyd George and the British repre- 
Flanking 
the Americans will be the French dele- 
_ gation, with Marshal Foch in the cen- 
ter. Next to these will be the repre- 
sentatives of Italy. Belgium, Brazil, 
Greece, Portugal and Serbia. On the 
left side, and seated below the dele- 
gates of Great Britain, will be those 
the British Dominions, Japan, Po- 
land, Rumania and the Tzecho-Slovak 
Republic. 

Two tablesshave been placed for the 


general secretaries of the inter-allied 


ate attempt to overthrow Carranza was. 


‘a complete fiasco, and the reason for 


and these Laplanders have, therefore, | its failure is that the common people of. 


recently sold practically all their rein- 
deer to a tirm of American capitalists 
who own at present about 15,000 deer.” 


Prospects for Arctic Alaska 


hatred which | 


Munich | 
'clared, 
the | 


In due time, Mr. Stefansson said, 
Arctic Alaska would support more | 
than 7,000,000 reindeer. The Ameri- | 
can capitalists now realized, he de- 
that they had made a mistake 
in starting the industry on such a, 
small scale, and he warned that 
Canada should not make the same 
mistake, 

He said he had talked with Canadian 


‘railway authorities and that they saw 


i 


no transportation difficulties which 


forbade ( 


deer and musk-ox industry. 


| 
Monitor 


cluded, 


committee has been appointed to con-. 


sider methods of eliminating bolshe- 
vism from the unions 
believes that the 
of Labor should make 
paramount issue at its annual con- 
vention in Atlantic City in June. The 
committee will urge such action on 
the federation’s executive 
ing its session in Washington, 
of *terdbacarersay from May 9 to May 12. 
This committee, and another to con 
sider plans to lower the cost of living, 
were chosen at a recent meeting 
trades union men here, held in 
cordance with a plan made at 
American penevolent 
anti-bolshevism convention 
nezie Hall on April 19. 
James IP. Holland, president of the 
New York State Federation of Labor, 


a 


ac- 


in Car- 


council dure | 
District | 
‘realized 


This committee | 
. i 

American Federation | 

aunti-bolshevism 


/uan 


“If Canada develops reindeer and | for a moment abandoned the task. t 
cannot at this time give the details| duced by Mr. 


on a large scale,” he con- 
“we shall within the next 25 


musk- ox 


| 


| 
| 
ent government, even if the sentiment | 


Mexico could not be persuaded to take 
part in any effort to overturn the pres- 


‘for the President is not unanimous. 
“In the wide area of the country | 
which I have just been through, food | 
of all kinds exists in abundance and | 
‘is accessible to all classes of people. | 


In southern Mexico natura! food prod-. 
}ucts grow in abundance all the year 


round. 


‘Mutual Helpfulness 


searcely 


| delegates, 


conference directly behind President 
Wilson and Mr. Lloyd George. Secre- 
'taries of individual delegations will 
‘have seats at the sides of the roem 
behind theif respective delegations. 
The four big cut-glass chandeliers 
which hang from the ceiling will be 
needed at the hour set for 
the ceremony, 3:15 p. m. 

Only six of the principal German 
three secretaries, official] in- 
terpreters and an official stenographer 
will be admitted out of the large Ger- 
man delegation, according to present 
‘arrangements. The subordinates ‘will 


have tables immediately behind the 
delegation. 


Representatives of the press have 
been assigned a place immediately be- 


“I have given much of my time for hind the Germans. 


25 


» years to the effort to enable the. 


Mr. Clemenceau was the first of the 


two peoples to get better acquainted | allied statesmen to visit the scene of 


with each other and to find a common | 


‘anada’s development of rein-| meeting ground for cooperation and this afternoon. 
mutual helpfulness, and I have never) his arrival, 


the. presentation of the peace terms 
A few minutes after 
President Wilson and Mr. 
Lloyd George entered and were intro- 
Clemenceau to Major 


of the plan that is being worked out,| Biename, the officer in charge for the 
years convert northern Canada from); but I may say that a comprehensive | French Government, who showed them 
a land of practically no value to the | and practical effort is now in process | over the rooms assigned fér the prin- 


‘great permanent wool and milk andj|of consummation for the solution of | cipal session and for subsequent de- 


meat producing country of the West-| the whole international problem on a | liperations. 


ern Hemisphere. 


“When the rest of the 
ties of meat and wool because of the | 
vreater profit to be obtained for cere- 
als and orchards, this belt of the! 
world will attain an importance 
today, if we continue to be 
butter and the 


eaters of 


' woolen clothes.” 

of | 

xe-/ REBELS DRIVE. BACK 
ie 

Association | 


COSTA RICAN FORCES 


MANAGUA, Nicaragua—Costa Ric- 
an forces commanded by the Nicarag- 
general, Chavez, which were in- 


un- | 


world has | 
ceased to produce considerable quanti- | 


basis satisfactory to all concerned. 


“We tell Mexico to restore order and | financial 


The German delegates in charge of 
affairs walked over from 


then we wit help her financially, but their hotel to meet inter-allied repre- 


she replies that the help must come. 
Then we say, If you expect our! 


first. 


help you must accede to our demands, 


; 


wearers of | 
; ment and she turns back hurt. 


We turn 
away, too busy to continue the areu- 
irri- 
tated, and revengeful. 


‘tinue the policy of neglect and recrimi- 


nation while she resorts to retaliation. 
It is a puerile treatment of one of the 
most important problems. 

“There is one thing that 


commercial situation in Mexico, 


And so we con- | 


we as ) 
Americans ought to know in regard .o/! 
the | 


attend the session on Wednesday, 
|/Germany, England, France, Italy, and 
_Japan each will have the same num- 
ber. 
spondents will come from the British. 
colonies and minor powers. 


sentatives 
cussion of matters which were taken 
up last Friday. 

.and she asks what right we have to. 
_ dictate her internal policies. 


and to continue the dis- 


Five American correspondents will 
and 


The remainder of the corre- 


Final Meeting of Council 
PARIS, France (Tuesday) — The 


final meeting of the Council of Three 


before the presentation of the Peace. 
Treaty to the Germans was held this 


Labor 

| | ¢ ¢ = . 
and Hugh Frayne, general representa-|trenched at the frontier village of La | and that is that the Chinese are doing 

nearly all of the retail business on 


tive of the American ‘Federation of | Cruz on the Pacific coast of Costa's 
, . res a et ' : a ees engl rest c ‘morning. It is ers 
labor, were among those who spoke | Rica, have retired upon the approach the west coast and that the Germans & t understood that the 


te +i ‘are taki ‘last details he. J 
against bolshevism the meeting of a re valutionary force\ of Costa we ne Se = the entire whole- | te yore bay o coantanee yo 
when the were named. | Ricand which was advancing from the | Bale Held im teat part Of the commtry 7 mage <i ye 


# _Aside from the diplomatic questions! Well as the arrangements for this 
: | lage of Sapo: wake Nicar: al; ; , 

at TI” TORS vi pop gt tat rahe " 6 NiCaFagut- | involved we should not complain if, 4fternoon’s plenary session of the 

ATLANTIC AVIATORS 'Géneral Chavez's forces have retreat- ic 

: gs edo a. others take advantage of the oppor- | Conference. 
~ a) eee | ed in the direction of Liberia, capital | 
DECIDE TO WAT 

ST. JOHNS, Newfoundland--Loca! 


, — tunities th , | 
|of the Province of Guanacaste. at lie at our very door but | 
weather conditions were favorable yes- | 


ed in a saving in| Notes and Comments 6 i kee 
: | > 4 


Are hidnaped 
later in the year. | General News | 
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of Pari: : Genmans Complain of Delay 
|Special cable to The Christian Stience 
Monitor from its European News Office 
LONDON, England (Tuesday) — 


Berlin wireless messages complain 


HAWAIIAN OFFICIAL CHANGE 


By epecial @rre The Christian | 


in Moston bi) tory 


which we do not embrace.” 
UNIFORM REISSUE ORDER 
respondent of WASHINGTON, District of Columbia | 
terday for a start on the trans-Atlantic | ee ‘Monitor —Only new uniforms, or reclaimed | 
flight, but Frederick P. Raynham and}; HONOLULU, Hawaii-—-Prof. Vaughan ones as good as new and suitable for' today of the position accorded the 
Harry G. Hawker decided to wait for | MacCaughey of the College of Hawaii’ wear on parade and at ceremonies, will! German peace delegation at Versailles 
Om reports as to conditions over the At-| has been appointed superintendent of | be issued to soldiers on discharge, un- and of the delay. and state that should 
lantic before reaching a dec ision as to public instruction tot succeed Henry | der an order issued yesterday by the|the delay continue, the recall of the 
_ whether they would start. | Walsworth Kinney, resigned, ; War Department = | German delegates until the Allies are 


the west, which T Sinn Fein (ireete American lknvoyt 
ted, I have found the Liberal Railway Vian le Defeated 
4 optimism on the part - nme mines te - bbe Fain alls 
agricultural interests "adenine Celine 
sya gives a reasonable ttajllway Defleit $1,000,000 4 Day 
” or an enlarged busi- Pian to Make Use of Arctic Kegion 
» ' relatively profitable Bill Aimer! at pry Ana ve A 
P (‘onfident View o MGRMAN .« “airs 
iiiiety tacresoe Rumored Freak in Peace Conference. 
l’reserys a titon of Albania Asked 
t while it is proper to loan Tre oures « Not Kneouraging Yet 2 In 
ta ors, it muat be ad- lussian Cleneral Declares His Aims. 2 i mere 
e midst of the presen! Dernand for Lower Prices on Four Mi toa I Det feats Brentford Team , 
readjustment it is Acrommuticatl Development erogram Major League Baseball Result 
Private Report on Korea's Revolt CO ' 
any confident + sic Wieht Again Postponed + Northwestern Renews Tenn: 
results of railroaf | Recognition of  (Cbdrriek (,overnment The Home Forum... 17 
remainder of this. treed ... Church ‘ 
| New York Honors 77 A Visit to Ruskin at Brantwood 


age 
. 


i. 


RUSSIAN GENERAL 
DECLARES HIS AIMS 


|General Denikin Attempting to 
en-' Reunite Russta and Summon 


WEDNESDAY, MAY 
PA 

China after it was unconditionally 
given to her at the Peace Conference. 
in the agreements which Japan con- | 
‘luded with China in May, 191», she 
solemnly pledged herself to the res- 
toration of the German territory to 
, _ : . (China, and she has always meant (to 
Washington Without Confrma- adhere to that pledge. 


: “The so-called secret treaties 
von of Report That Secretary ‘tered into, in 1917, between Japan and 


MONTTOR, BOSTON, U.S.A. 


higher type ot patrotim to ao one’s! PEACE, CONFERENCE 
BREAK UNVERIFIED . 


THE CHRISTIAN SCIENCE 


LOAN PROGRESS NOT 
ENCOURAGING YET 1 niin ewer ce the 


honorable commitments, it is not a 
matter of excitement, but a question 
which involves the very character of 
the country. 


receptly has been re- 
all political prison- 
effert to show tha! 
becoming More to 


shevist premier. 
leasing virtually 
ers there in an 
the government is 
erant ine result of this step. it ia be 
lieved by specialists here, may be 
produce a leader who will ultimately 
organize the opposition to the presen! 
rézinite. 


jate, is contemplated. 
dd that the independ- 
have pronounced 
acceptance of the 

the German com- 
such acceptance 
entail Germany s 


duty in time of peace than in the de- 
lirium of war: but when the issue is 


‘n 


‘Sum of $256,000,000 Reported 
Last Night as 24-Hour Increase 


: 4d : 


1” for Alhes 
— Christian Science 
* European News Oftice 
. Holland (Tuesday). 
‘State that the German 
1» decided on Monday 
an “ultimatum” to 
they must return to. 
the submission of terms 
‘poned. 


Dy 
on _ Denied 
‘The Christian Science 
s Buropenn News Office 
, Denmark (Monday) 
g denies the report that 


to Raise Total by Saturday 


The Christian Science Monitor 
its Washington News Office 
ASHINGTON, District of Columbia 
Buying Victory Liberty Loan 
has not reached a volume encouraging 
to officials at the Treasury Depart- 
ment. The total of $2,060,742,450, re- 
ported last night, was an increase of 
Only § $256,000,000 for the 24 hours, 
whereas the daily subscription need- 
-ed to make the country’s quota bv 
r asked the Berlin! Saturday night is $400,000,000. 
Beiesion to return ; New York district subscribed $146,000,- 
ag 000 of the day's increase. 
es Those officials who have worked in 
we _all the previous loans cannot account 
(Tuesday) The | for the slowness of the public in tak- 
presented to the! ing the Victory notes, which are 
La secret plenary ses- | most attractive of any of the issues as 
‘noon, which adjourned | regards interest and maturity. On the 
a” ‘The draft of the | corresponding day of the fourth Lib- 
ee — now as having ®'ty Lean, the subscription was greater 
al stage before being | /" amount and in percentage of tne 
he Germans. | total desired... Subscriptions by 
i. (tricts. with their percentages, follow: 
* irman of league | dia, pte 
Mee (Monday)—-Stephen | 806,350 
r of Foreign Affairs of. 70,500,050 
lec ed chairman of the | a gruresapiee 
nization of the League | ee” taal 
Sir Eric Drummond | 35> 900 O00 
“4 assumed his duties 58,570,150 
etary-general. 


oo 


Pétain Confers 

e (Tuesday) —Marshal | 

< conference yester- | 
ssident Wilson and 
according to the 


Special to 
from 


Hear | reaty 


(dis- 


Louis 
Minneapolis 
(‘hicago 
Boston 
Kansas 
Richmond 
New York 
| Atlanta 
i(leveland . ae os 
Philadelphia ,eve 389,731,100 
San Francisco 2 644 000 
Dalias 27.616, 150 


2,113,800 


Total $2,.060.742,450 15.5 

The navy's” subscription above 
$i 2,000,000, which is ereater than the 
subscription at this point of the fourth 
Liberty Loan campaign when the re- 
duced personnel of the navy is taken 
into consideration. Today will be ob- 
Navy Day in 


is 


“aS 


* . 
lemenceau's Pen 
B The Christian Science 
ts European News Uffice ; 
mee (Tuesday) — Stu- | campaign. 
Hes Ferry school have | 
d pen to Mr. Clemen- , . 
ic os sign the peace. Mr. Glass In Boston 
of France. It is 
the arms of the Secretary of | reasury Refuses to Ap- 
Bland, Italy, and Bel- proach Loan as Business Proposition 
'to the figure of a 
nk victory There is Specially for The Christian science Monitor 
the Word “Pax.” BOSTON, Massachusetts Carter 
Sy aid With diamonds,| Glass, Secretary of the Treasury of 
wires and surrounded the United States, completing a full 
ut tion of olive leaves. day of activity in Boston in behalf! of 
os ‘the Victory Loan, declared at a mass 
eks Pledge meeting in Symphony Hal! last night 
istian Science Monitor that he declined to participate in the 
ngton News © ffve campaign on a basis of commercial 
N, District of Columbia appeal. After the sacrifices he had 
Pentiy, will not rest seen overseas on the part of the so! 
general security diers and sailors of the United States, 
ye Of Nations is ex- and on the part of the allied nations, 
fe for Small and large he could not approach the last war 
but Will demand mili- joan as a business proposition; and he 
m@imat the repetition of! added that if the people of the United 
at 914, wanted that Kind of Secretary 
Treasury anybody could have 


Stat es 
: Belgium, of the 
=&B iain and Holland) his job. 
» get together soon, in’ Rear Admiral W who had 
"On an arrangement} been expected to speak at the meeting, 
be the Treaty of 1839) as well as at several other gatherings 
eC curity for Belgium. during the day was unable to appear 
Hatives will demand jact night. Rear Admiral Herbert 
Gea Over to Prussia by Dunn commanding this naval district, 
OF Vienna be handed spoke in his stead. Calvin Coolidge, 
ener country. ) Governor of Massachusetts, presided 
fons are contained in 3 
Dreceived yesterday by So Doubt About Success 
al Information Serv- Mr. Glass had no doubt 
: loan being oversubscribed. 
ries from Belgium. could take the whole of it 
4 nd Holland are soon But it was the desire of the govern- 
te fmiine the conditions ment that the Joan should be dia- 
ace (ihe Treaty of 1839. tributed among the people, because th: 
he Allies will be banks’ money was needed for com- 
mes need of military) merce and industry, because it was 
‘° ns of Rupen and desirable that thrift be encouraged, 
over to Prussia Dy and because it was the privilege and 
f Vienna, will be re- | duty of the people to pay 
her country. as also tory. Mr. Glass said further: 
togoen wald, a portion “A world is to rebuilt: Should 
| Belgian territory, we timidivy pause and debate as- to 
Seurthermore.that the who should rebuild it? Not for an 
fe of Meresnet.~tom- bour, gentlemen; the enterprise 
yo square miles. which. should be started right away, here at 
Was neutralized and Boston, by the blare of vour furnaces 
mily by @ermany and |and the whirr of your mills and the 
ert to the latter. din of a thousand essential industries. 


ris Trom 


S. Sims, 


about the 
The banks 
if necessary. 


[ne 
Vif‘ 
be 


Is Far Below Amount Needed. 


i'nearly 
notes | 


of attesting 
| paving 
‘them 


The | 7 
be quite as reasonable to expect theée 


| dishonor 
‘flag as to expect the Nation to dishonor 


the | 
/ sense 


| foremost 


, participated. 


* 
' “pec 


the -Victory. 


to the 


| being 


Q., 


:torv 


‘att 


| ure 
nationalities. 


for | 


Need for Paying Debt 


“There should be no lagging any- 
where by anybody. We are having 


. Breat parades throughout the country 


of our returning soldiers. 
in very truth, rejoice that 
2,000,000 of these boys are 
coming back to bless our homes again” 
if we do, there could be no better way 
the fact than by promptly 
the debt incurrred in sending 
‘over there’ to terminate the war. 
there are 1,500,000 of these 
boys still in France and Germany. 
They must be’ maintained in comfort 
and brought back in safety. It would 


honor 
we. 


in 
Do 


Moreover. 


to 
the 


is ended, 
deserting 


now that the war 
the Nation by 


boys, 


itself by deserting these boys. Either 

of the world. New England. 
its fine sense of devotion to the 
of the country, should be 
content with nothing less than the 
place of honor. in asserting 
gratitude to God.’ 


with 


best ideals 


the Nation's 
Parade Opens Victory Loan 
By special correspondent of The Christian 
Science Monitor 
HONOLULU... Hawaii—The Victory 
Loan campaign opened in Honolulu on 
April 18. with a picturesque parade 
in which soldiers and school children 
Features of the pageant 
tank, used bv =the 
in France, and one 
“jos. Hawaii's 
Loan about 
has over- 
previous 


were a whippet 
American forces 
of the famous French 
quota for the Victory 
$4.500,000. The territory 
subscribed each of the four 
loans 


Brooklyn Passes Her Quota 


a! The Chri ience Monito 
from its Eastern News Office 
NEW YORK, New York—Brooklyn 

passed her quota of $59,600,000 by 
some millions at a Victory Loan mass 
meeting and concert held on Monday 
under the auspices of the financial 
institutions the borough. 


is 


to ian Sk 


of 


New Orleans Subscriptions 


\lon for 
News Office 


The (Christi 
fram its Southern 
NEW ORLEANS. 
subscriptions to the Victory 
noon vesterday amounted 
250. The executive committee. 
ing that the banks will not carry the 
burden of the loan. issues a warning 
people that heavier federal taxes 
Will follow if the loan undersub 
scribed. Monday proved a record day, 
with. $1,077,550 subscribed 


Spewial to an Science 

Total 
Loan to 
$11,58]1,- 


declar- 


Louisiana 


to 


is 


Vigorous Drive in Chicago 
The 


Special science Monitor 
from it News Office 
CHICAGO, Illinois-—A bie effort 
put forth by the Liberty Loan 
committee here to arouse Chicago 
people to the necessity of subscribing 
more erenerously to the Victory 
Loan Chicago's total subscription 
has reached $100,000,000 

$189,000,000. 


‘“*hristian 
Western 


‘ta i 


is 


New York Red Feather Parade 
Special to The (hristian Science Monitor 
from ite WDastern News Office 
NEW YORK, New York—tThe Vic- 
Loan camphign was marked last 
evening by a “red feather parade.” 
Every one who will double his loan is 
entitied to wear a red feather. and this 
ractive feature was forth in a 
variety of ways. An interesting feat- 
was the participation various 
A body of workmen car- 
rying the familiar poster with the 
motto, “Sure we'll finish the job.” were 
dressed in the costume of the man 

pictured. 


set 


of 


PILGRIM CELEBRATION MOVE 
Specially for The Christian Science Monjtoy 

BOSTON, Massachusetts—The Mass- 
achusetts House of- Representatives 
has passed to be @ngrossed without 
opposition the bill to authorize the Pj} 


‘the chief of 
of these things would shock the maral , 


. | lieve 
Its quota is| .. 
' cision 


lLansing Has Disagreed With | . 
inherit 


President Over China Affair, 


had given China in the agreements of 
| 1915, 


The Christian Science Monitor 
Washington News Office 
WASHINGTON, District of Columbia 
Reports from Paris to the effect that 
the United States delegation was 
vided on the issue created by the deci- 
sion of the Peace Congress to grant 
Japan the rights which Germany had 
secured in China were without official 
contirmation in Washington last night. 
[it was denied at the State Department 


“pecial to 
from 


its 


that there was any ground whatever | 
for the rumor that Robert S. Lansing, ' 
Secretary of State, had disapproved of; 


the action of his chief, President Wil- 
son, and that the former, 
the Bureau of Far Eastern 
Edward T. Williams. 
resign. lt nevertheless, 
that a difficulty in the Cabinet might 
very easily ensue from a 
which created much surprise. if 
disappointment and consternation, 
responsible quarters in Washington. 
It has been hinted that 
Lansing Was opposed to the 
render” to Japan, even as the 
of the latter’s adhesion to the League 
of Nations. The importance of 
cision as seen here would warrant 
the Secretarv of State in registering 


Affairs, 
is, 


not 
in 


cle 


his opposition, even in resigning if the! 


advice 
as 


contrary to the 
his department 


decision were 
and belief of 


matter 
of those 
for the 


States to pursue on a 
eoes to the very root 


national understandings ‘pro- 


notion of justice on which the League | 


Nations is predicated. 
Whatever comment has been 
far. on the surrender to Japan at 
the expense of China. has been 
tremely unfavorable 
As the author of the 
agreement, it is known 
Lansing never intended 
standing to give Japan 


of 


SO 


that Secretary 
that under 
any warran' 


whatever for the acquisition of terri-| 


torial concessions in Chinae The atti- 
tude of the department 
Lunsing’s tenure of.office has been one 
of great concern for the maintenance 
of China's izhts and her interna’ 
sovereignty, 
The Bureau of Far kK 
which Mr. Williams was 
known to have looked with 
on the so-called 21 demands 
Japan on China, and which 
terpreted as an ultimatum That par- 
frular bureau lumilia Witn tr 
methods used bv Japan and other pow- 
ers to .exploit China, and 
naturally understand that anv 
of Baron Makino to restore 
sovereignty in Shantung and 
chow, reserving economic 
Japan, would render the 
erejentv’’ meaningless, It 
understood, both by Japan 
United States, “but economic penetra- 
tion,” the most potent as wel! 
the most insidious form of conquest. 
While there is strong reason to be- 
that the opposition to the de- 
of the Council of 
manifested in Washington was 
flected in the United States peace dele- 
gation in Paris, President 
prestige and his influence 
delegation is so much 
granted that anything in the nature 
of a split even over a decision 
serious as the one in question was not 
expected develop: 


Affairs, 
chief, is 


astern 
of 


made by 
China in 


ts 


word 
and 


1S as 


ver 
taken for 


Lo 


Japan on Het Honor 


Baron Goto, in New York, 
Territory Will Be Restored 


ited The Christi 


Leased W 
New York 
last 


Ati 


ires 


Pres? Via 
Monit 
NEW YORK, 

dress delivered here 

the Japanese Society, Baron Goto, 

Foreign Minister of Japan, declared 

that “Japan must vindicate her friend- 

ship toward China.in the gradual 
abolition of ex-territoriality.’ Baron 

Goto’s speech in part follows 


tn 
or 
an ad- 
night before 


In 


di- | 


‘the slightest 


as well as! 
itung 

would | 
realized | mses 
must vindicate her friendship toward | 


decision ! 
‘of 


the | 


to 
what is the right course for the United | 
which | 
inter- | 
| Confidence that 


made | 
exX- ' 


Ishii-Lansing | 


during Mr. '! 


Special 


disfavor, 


1 322,922 

would | 
promise) 
Chinese | 
Kiao- | 
privileges to! 
“SOV- | 
being well | 
the; For the last fiscal year domestic mer- 
'chandise 
ito the 
the 
‘exports 
| declined 
Three , 
re- | 


Wilson’s | 
the | 


| products during the 
as | 


previous 


|manufactured articles 
Says | 


Science | 


,club for 


her allies, recognizing her right to 
German rights in Shantung, 
were nothing but a step toward the 
fulfillment of that pledge which she 


In the judgment of the 
nese Government, it was necessary for 
Japan to establish an undisputed right 
over the German territory before she 
was in a position to restore it to 
China. Now that the Peace Conference 
has granted Japan’s wish, I have not 
doubt that the govern- 
ment of Tokyo will take steps without 


‘delay toward the restoration of Kiao- 


chow to China. 
“Not only will 
chow 
edly 
with jhe 


Japan restore Kiao- 


enter into hearty 


government 


Province. 


“An “undertaking in which Japan 


gradual! abolition 


We .- 


China, is the 
ex-territoriality. 
‘and we 


same_ institution. 


to 


the 


At the same time, we must recognize 
that it is impracticable to abolish ex- 


territoriality so long as China has no- 
' modern laws as well as efficient courts 
. to administer them.” 


LIQUOR DEALERS 


REPORTED CONFIDENT | 


ATLANTIC : CITY, 


the 


New Jersev— 
Nation will re- 
main wet for at least one year after 
Jan. 16 next, is claimed to exist 
among the 100 delegates who yvyester- 
day began here the 26th annual con- 
ference of the National Retail Liquor 
Dealers Association. ‘The organiza- 
tion is formed of one to three dele- 
gates from each of the wet 
They claim to speak for 
trade but not for the distillers and 
the wholesalers. William Seckel of 
(chicago, president, told the conference 
that the sentyment of the country 
was opposed to the closing of 
saloons on June 30. 
CANADIAN CUSTOMS DECREASE 
The Christian Scienee Monitor 
its (unadian News Office 
OTTAWA, Ontario- 
been issued by the Canadian Customs 
Department containing statistics for 
the vear ended March 31, last. The 
statement shows a decrease of $372.- 


to 
from 


year, the value of Canada's trade for 
the vear amounted to $2,176,378.717 as 
against $2,548.691,639 during, the pre- 
vious year. The dec hinge in exports, 
amounting to $332,413,982, is largely 
responsible for the stlon of in the 
total amount of Canadian trade value. 
was exported from Canada, 
value of $1,207,613,806, 
previous vear the total 
Was $1,540,027,788. Imports 
$46,978,415 during the past 
year, the totals being 1918-19, $916,- 
443,432; 1917-18 $962,521,847. The 
total of duty collected during the last 


value of 


year was $158,044,456, as against $161.- | 
Of $3,544,009. | 
agricultural | 


588.465, or a decrease 
The exporis of domestic 
past fiscal year 
reached a total value of $269,819.823. 
as compared with $567.713.584 in .the 
vear. This is a decrease of 
$297.893.751. There was a decline of 
$87,318,248 the value of domestic 
exported, the 
(otal for last Year being $549,284,.268, 
while in the previous year it was $636.- 
602.516. The export of forest 
ucts last vear was about $20.000.000 
greater in value than in 1917-18. 


in 


CANADIAN CLUB PRESIDENT 


BOSTON, Massachusetts—The Cana- 
dian Club of this city held its annual 
meeting at the City Club yesterday 
and Freeman I. Davison, 
served as first vice-president 


the past’ two years, was 


| Speciai 
Japa- 


to China, but she will undoubt-. 
cooperation | 
and people of) 
China for the development of Shan- | 


' their 


then 
ourselves | 
'bave had a long and bitter experience 
' under 
Secretary | RnOe ner. : , 
“cur | neighbor who is still suffering from it. 


price | 


. basis of universal suffrage. 
; be the decentralization of power, 
sympathize with Our! ,sytonomy and the greatest amount of 
local self-government possible. 


also guarantee full religious and civil 


' against 
desire for the immediate enactmen: 


States. | 
the entire | 


the | 


A statement has |. 


Government 
has been cut. 


aS compared with the previous | 


prod- | 
incapable 
well organized advance from the east. 


Kiev 
‘troops, and with Koltchak’s northern 
who has| 
of the) 
and Archangel, the Bolshevist military 


National Assembly—Precan- 
ous Condition of Bolshevik: 


. 
-=C 


cable to The (Christian ence 

Monitor from its European News Office 

LONDON, England (Monday!}—Gen- 
eral Denikin, who is leading the anti- 
Bolshevist troops.in the south, has 
defined his aims in a message to the 
allied mission as being the overthrow 
of the Bolsheviki and the subsequent 
attempt to reunite Russia, calling a 
popular. assembly. 

PARIS, France (By The 
Associated Press) Dispatches 
ceived here‘from Ekaterinodar state 
that General Denikin and Higt 


Command have issued a statement of 
aims for the information of the 
entente. They say their purpose is to 
overthrow Bolshevist anarchy and 
work for a re nited Russia, 
calling a people’s assembly on the 
They favor 
regional 


(Monday) 
re- 


his 


Thev 


liberty, 
laws 


favor the passage of Labor 
protecting the working classes 
exploitation and state their 


land reforms to “satisfy the needs of 


the laboring population.” 

Bolshevist Communications Cut 
Specialists on Russian subjects at- 

tached to various allied delegations at 

the Peace Conference expect decided | 


changes in the Russian situation with- | 


in the next few weeks. 

The Finnish military movement 
which has been threatening Petrograd 
and which has been shrouded with 
mvstery is now well defined. 
Judenitch and the 4000 Russians oper- |, 


ating with him, have the support of 
.the Finnish 


Government and 
and have recruited 
Russian peasants who 
tired of Bolshevist requisitions. 
eral Judenitch has occupied 

Avodsk, Olonetz and Ladeince Pole, 
east of Lake Ladoga, and thus controls 
the southern end of the Kola Railway. 
The escape of the Bolsheviki operating 
against allied forees in the Kola Penin- 
sula has been made 
communication between the Moscow 
and the Murman 

. 


(Gen- 


Under the direction of Genera) 


Judenitch and the leaders of the Fin- | 
| mendation, and in the light of these 
‘above-mentioned comsiderat ons to can- 


nish troops there, the residents of tho 
Karelia district are apparently prepar- 


ng to launch a movement looking to'§ 


their annexation to Finland. This 


i; would give Finland the Kola Railway 


and a northern 6utlet to the Arctic. 
The Russian committee working for 


nada, favorable to such a step, and is ‘try- 
While in. 


ing 'o block it. The Judenitch move- 


ment is threatening Petrograd so seri- | 
the Bolsheviki are evacu-: 


that 
the city. 
occupy 


ously 
ating 
should 
tualling of 
be easy. and 


General Judenitch 
the 


If 
Petrograd, 


the apparent abandon- 


Ukraine Explaims Postion 

Ths CRristian Soccer 

ts Kuropean News Office 

England (Monday?) ——-Mr 
State Secretary of West 
the Polish report that 
the Ukrainians negotiated with and 
jomed the Boisheviki and leriares 
that although forced to figat againa! 
ihe Poies, they hold their front against 
the Boisheviki 


Special cable to 
M mito; fr rr 


LONDON 
Berge 
UkKrainia denies 


ALBANIANS PLEAD 


' integrity 
the 


of. 


FOR INTEGRITY 


Representations in the United 
States Request President W1l- 


son. to Restore’ Territory 


Assigned to ‘Other 


Nations 


The «christian Science Monit 


Washington News Office 

WASHINGTON, District of Columbia 
In an attempt to save the territoria! 
and nationality of Albania 
official representatives of tha’ 
country in the United States have sen! 
a plea bv cable to President Wilson 
urging him to preserve the identity 


Spee: 


from 


|of Albania, and protesting against the 


‘assignment 


General | 


Petroz | , 
' against the principle, 


impossible, and: 
| economic domination, for by possessing 


coast | 
ithe 


' that 
' Vallona, 


portions of it to Italy. 
The text of 


of 


Greece, and Jugo-Slavia. 


the cable message follows 


. #&. ae 
executive 


extraordinary meeting, the 
committee of the Albanian 
Council, considering 

“l. The recommendation which 
Your Excellency has made, namel¥ 
Italy should keep the port of 
the holy shrine of the inde- 
pendence of Albania, exclusively. by 
Albanians; 

“2. That this recommendation is in 
flat contradiction with the principles 
of nationality and. self-determination, 


troops, | and that territories and peoples cannot 
large numbers of. 


have become S°overnment, 


be from 


cattle, 


handed over 


as 


government (oa 
against their 
wish: 


eer 


5... 7a recommendation is 


‘the Balkans for 


this 


the Balkan people’: 

“4. That if Italy is allowed to keer 
Valona, not only the Albanians, but 
all of the Balkan nations, will be, ta 
say the least, under her undisputed 


both sides of the Straits of Otranto 
Adriatic becomes an Italian lake: 

“Unanimously voted to entreat your 
excellency to reconsider this recom- 


Albania cannot possibly exist 
Valoa, and no human being 


cel it. 
without 


‘can live without lungs! . 


a united Russia here is decidedly un-— 


“The Albanians, considering the 
purpose for which they fought on the 
side of the allied powers. considering 


‘the solemn declarations and pledges 
made for the rights of the small na- 


revic- | 
the city by the Allies would | 
| justly severed by 


ment of the Nansen plan of revictual- | 


ling Petrograd under neutral auspices 
is regarded as an indication that the 


/entente expects the Bolsheviki soon to 


be forced to withdraw to Moscow. 
Admiral Koltchak’s Advance 
Admiral Koltchak’s Serbian 


continues its movement westward to-. 


ward the Volga and it is expected that | 
the cities of Viatka 


and Samara will 
fall into their hands soon. The Bol- | 
shevist forces there are apparently 
of checking 


With Admiral Koltchak threatening 
the valley of the Volga and General | 
Judenitch menacing Petrograd: with 
in the hands of anti-Bolshevist 


army moving rapidly toward the line 
of communication between Moscow 


the orderly. | 


| than the final pa 


considering the justice of 
their cause, had every reason to be- 
lieve that at this Peace Conference 
they were to cet the restoration of the 
Aj’banian territories, which were un- 
the London confer- 
ence of 1914 and given to Montenegro, 
Serbia, and Greece. namely the dis- 
tricts of Chameria and Kossovo, but 
instead, recommendations are being 
made which amount to nothing else 
rtition of our country 


tionalities, 


among our greedy neigkbors. 


Army | 
} 


| 


“Albania’s only hope is your excel- 
lenecy, and we most earnestly entreat 
you not to abandon her to the greed 
of her neighbors; but considering the 
justice of her cause, to withdraw the 


‘recommendation and consider Valona 


' 


on the basis of the solemn declarations 
‘made for the defense of the rights of 
‘the small nationalities to take the 


' honorable burden and work for the 


national unity and complete freedom 
of our poor and friendless country.” 


situation is precarious. 

Disregarding the recommendations | 
of Mr. Zinovieff, Governor of Petro- | 
grad, Nikolai Lenine, the Russian Bol- 


“The Shantung question should not! elected president. Mr. Davison is well] 
be viewed in the same light the | known for his activity in Canadian 
Fiume question,’ he said. “Japan has | affairs, and has heen a membef of the 
never demanded spermancnt occupa- | club for many years. 
tion of the former German territory | 

of Kiaochow To ithe contrary, she 
landing the Pilgrims was at Prov has repeatedly proclaimed to the : | 
incetown, instead of at Plymouth “world that she would return if to) | 


— — ~ - — - o _— 
. — - 


erim Tercentenary Committee to ac- 
quire land and make improvements in 
and about Plymouth for the celebra- 
tion of the landing of the Pilerim: It 
was amended, on motion of Mr. Smith 
of Provincetown, to show that the first 


re endeavoring to find It should spread. in healthy progres- | 
mi which will release sion, tothe uttermost parts of the land. 
bility for loane con- The American people should supple- 
war’ ment the patriotism of war by the 


) patriotitm of peace; and just as Amer- 
ne soldiers on the tields of battle 
Te) TRINE ade notable conquests for liberty, so 
= CRI TICIZED feser ‘can business men in a different 
way and through different instrumen- 
should now give expression 
patriotism by promptly and 
meeting the obligations of 
which exigentiv involve 
peace easily comparable 
in their ultimate consequences, to the 
mreatest victories of war 
‘Impoesibilities are constantly made 
possibie: and when | am told of the 
‘difficulties which will beset the Vic. 
tory Loan, | refuse to jose faith in the 
endurine patriotiam of the American 
people: | deeline to believe that the 
ifathere and the mothers Who gave! 
4000000 sona to die, if need that 
liberty minht eurvive. will now haggle 
the material coat of saving the 
soul Of civillaation from the pet 
sian tyranny 


as 


of 


10 Clubs, Patriotic Societies 
Church, School, 


of Women iain 


talities 
io thelr 
cheerfully 
citizenship 
triumphea of 


ist ri. tot Coiumpbia 
ndezer, Senator from 
publican member of 
gn Relations Commit- 
i Statement declarfag 
the deliberate refusal! 
ference to incorporate 
ie of the League of 
HY of the amendments 
ner Benator Root, it 

Hh reaponsibiiitv. of 
J United Bintee (Oo CoN 
als Which the confer 


Or Other Organizations 
Vew Iingland 


organization of women gage of not less than ten members and com 
plying with the lowing requirements cases Sars | 


These Honors Are Awarded # Headquarters for 
An Flonor flag, for use as a wall emblem. Lighting Fixtures 


be awarded each organization of women, 75°, 
Kvervihing new and practical that the world's premier 


of whose members either buy or sell a Victory 
ond [his fag is made of red. wi ) 
| » White and 
designers create in lighting fixtures finds a plae 
hlue wool bunting and measures approximately F "e it x : : i piace in our ehowroonma. 
» ‘ p a) ‘ *y) ’ ; ‘ 
lS in. x 24 in hd wo it is that many people trequentiv visit our parlors purposely 
io keep in touch with the newest developments, adding & fixture now 
and then that bas some apecial appeal 


“Backed by the asirongecet 
4huolute aatiafaction or replaced 


FOR WOMEN 
“(@ PAIRS IN A BOX) 
Cotton . 


avearanter 
free.”° 


' any 


bot he euvenant to be 


Doe trine doee not 
“0 lHtont according 
bat. Plassifies the dor 
Al ubide i otanding 
» Cabinet of nine 
y omerke nes Whethe: 
‘ me the validity of the 


Silk (hemmed top). . $3.75 
UNE ov bcc caceeus 
Silk (full fash.), $6.75 


Assortments also for 
Men, Boys and Girls 


Pareel Post Prepaid Any Point 
New England 
Sele Agents 


over will 


very 
dition of l’rus 


blall Net Subsenbed 


Phe total 
Kineland district 
4.000 The 
juy waa $1) 
half of the 

the diatilet ove) 
fheariy half of S470.000 000 yal 
subeertbed in duye Mie wom 
of individual subscribers made the 
Hain for aty alinglea day 
bhin wives the Matrict aw total 
ee oe 

The following statement 
yesterday by Mr. Glan 
is inconceivable to Ine that New 
in any measure, default 


HONOR FLAG 


edie 


bah” VERTY 


on 


it artiatio 
ine NeW 
wue 814, 
thirteenth 
lone that 
tarry 
ler 


mubswcriplion ol 
in to duyve 
total for the 
ef UU, OFT Pat 
avetake feeled 
jin quota It 


lo the State headquarters of any such organiza 
Headquarters Honor h lag, aimilar TT 
design, but of silk and with the word “Head 
quarters” at the top, will be awarded when 75°, 
of ite bran hen ti! chapters have won the Honor 
blag 


ion a 
te 


AR MINISTER 
JRING FLIGH 


iM. Fee | 


Important Displays now on Lvhibition 
The New Char Lamps 
Boudorr, Table and Kloor Fixtures 
Mall Brackets, dlabaster Domes 
Silk and Parchment Shades 


worth a 


ihe ta) 


he live 

bel 
| greateat 
40 O40 


of 


@ Ubrietian 
wiepeah Mews UM 
“Denmark iMonday) 

om # ataien that 
)Minwier of War of 
ens wae Killed 
fell to the ground vat 
‘Hengary Genera) Kneland wil! 
Pret Thomas G in thie financial emergency the 

| Benet «a member Nation indeed, it ta dimMeult le 
_ RM ied and con. tleve that any part of the country wii! 95 Milk Street, Boston, Massachusett« 

slovak independ.) fail to freapond fully to such an im a Bins Denartinen 
m the war | berative call True, kt require: | | ae am SS ete: ee SR tra 


the Amerwan Amy of Occu 
will be awarded, in addition 
each the frat Afiv womens clubs 
io local Liberty lioan 


Bond 


taken by 
(oermany 


t C.erman Jlelmet., 
pation at Coblenz, 
te the above. 
organizations whieh epee 

that every member has hea ight a Vietory 


Wan ieaued 


a 
‘ hav men 


This exhibit. is well visit, for all fixtures are lighted te 


ORCHESTRA OF ‘Yura 
Agide Jaouhia, C@q,., 

LIGHT REFRESHMENT 
Rat PY 
taken by 
th 


oft 


give actual effect,. Catalog on request 
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Woman's Liberty Loan Committee of New England 
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_ tent, 


after town, 
sists, 
to find 
tional sport. 
the most hopeful news that has come 


er flowing ir 
ting with thie sea, 


> window 


C itcherin 

notes of interroca- |. 
ling Tehitcherin, the’ 
eign Minister, who is. 
2 in and out of the 
vy with some diplomatic | 
ther. The little man 
y bie convictions, who 
d late. over tremendous 
on at his desk in his 
fice, the Hotel Met-— 
‘Ow, seems to have a 
1 for diplomatic notes. 
1 his pen as easily as'| 

+ paper money flows 
1e" st printing presses. | 
ep come to be where he 
nderful of all, how | 
> stay there? A retir- | 
almost apologetic for | 
nce, as one writer has | 
ses none of the grand | 
10ds of a Lenine or a 
syer, he is a hero wor-. 
nit © is Gis hero. Per-| 
nts for it. And then | 
ml linguist and, quite’ 
y gifted as a pamph- | 
‘that accounts for. 


Ulster 
/in 


interest. 


even 
sec 
the 
are 


@w months and 
stined. surely, to 
achievements in 
“momert, all eyes 
the Atlantic, and the 
f expectation rises and 
ha from Newfound- 
or from the coast | 
feanwhile, a sop is 
ag public in 
scram from Santiago | 
- sunces that Lieuten- 
1 the Bristo! aeroplane 
> Chilean Government. 
ine Andes ata height 
Hit is something “to be 


y= 


wae 
| 


4 Lauder 
1 merit distinction 
work in the war 
Lauder, the famous 
dian who has just been 
© the footlights and 
Sir Harry untiringly 
elf io the cause for 
3 went to battle. His 
mmkened, and he carried 
, the hearts of the 
' r he went. Lone before 
a decided, he started 
sip incapacitated sol- 
a behind it was to fur- 
“means to make them 
rf ii acheme ix now in. 
| provine of immense 
n tndependence wus 
re.” An a half-titme 
f mill in Arbroath, 
_ Migrated from his 
Portobello, or “4 
pall day lone at coal 
Tauder never failed to 
"who knew biin inti 
J in pelf-reliant, cours 
atrious. His success 
passed beyond question 
yy. His voice is known 
1 Of the world where 
" | ords are to be found 
jeh comedian to achiev: 
ym, he owes his creat 
rely to his own efforts 
t how lone to “hold” an 
s not to become a bore 
t friends. " he was fond 
1 Stay too lang or 
, If yer discreet wi’ 
back 


“i 


Sy 
ig ° 


u'll be welcome 


Roce Needed 


nm in taximeters is being 
iw York City, On com- 
' trip the passenger re- 
r slip from the chauffeur 
id the amount of the 
"versa number. Some 
cot suspected that : 
yw and then overcharge 
| But even with such an 
Yaxicab service will not 
. Atisfactory until som 
oe by which the pas- 
Ontrol the driver when 
he usually i8, is tempted 
[ the elevated structure 
| As possible, and at 
to calm conversation 


szopard’s Spots 
mn Republic has— 
8 to help to impress 
“Of bolshevism on the | 
i; and the artists are | 
mh the German fashion. | 
has long been a German 
factice. and in the post- | 
| | today flooding the, 
rt are practicing it, 
“ations, but upon the 
© itself as a means of 
by sheer pictorial] nigh'- 


‘fF 


-admonisher 
hese public. 


‘holidays 


but 


_he happened to be 


trenches. 


ia 
4, 48 


mare into a complete refusal of any- 
thing and everything 


bolshevism. The leopard’ has, quite 


evidently, not even made the attempt 


to change his spots. 


Most Hopeful News 


Whilst Spain has certainly 
shown herself to be exactly in 
van, as far @s8 progress is concerned, 
during the past few years, atill there 


is no mistaking the present campaign | 


that is being carried on in the Spanish 
press against that terrible biot on the 
social life of the country, namely, bul! 
fighting, According to Wenceslao 
Fernandez-Flores, writing in the 
Madrid Blanco y Negro, the “sport” is 
rapidly losing its attraction. 
are not, he says, 
more than 15,000 
active enthusiasm (for 


persons with 
it; but 


by gaing from city to city wherever 
there ig a bull fight to’ be attended. 
The crowds at Gijon, Santandar, 
Valencia, San Sebastian, Seville, 
Granada, are, he says, to a large ex- 
always the same old crowd. They 
create the “atmosphere”; but, 
the country as a whole, there is town 
Mr. Fernandez-Flores in- 
in which one may look 
a single admirer of the 
: " If all this is true, it is 
long 


out of Spain these many years. 


Little Pay But Much Dignity 

The Japanese policeman has little 
pay but much dignity, and a traveler 
in that country. thinks that the smal!- 
ness of his weekly income partiv 
compensated by the fact that he car- 
ries a sword.. Armed and decorated 
with this weapon, he is an all-round 
and adviser of the Japa- 
The police tell the shop- 
keepers when to open and close their 
shops, censor plays and motion picture 
shows, tell people’ how to 
and have even 


1s 


to advise 
rice cakes that might 
given as New Year presents. 


the police are not much interested in| 
the behavior of burglars. and are quite. 


likely to refrain from mixing in such 
matters. Possibly the criticism is not. 
altogether just, but it is not impossible 
that the small pay may provide an 
argument for not engaging in the more 
serious risks of the occupation. 


Derry Walls 
Gwynn, the 
Belfast audience, the 
Hall. the Earl of Shaftesbury 
chair! It all conjures up a 
full of something more than 
In itself, it was, surely, a 
coming together of the “northeast and 
the rest.” but what Captain Gwynne 
had to say helped it along. He was 
talking about the meeting of the Ulster- 


Capt. Stephen 
Home Ruler, a 


the 
picture 


man and the Home Ruler at the front. 


Before the divisions met in France, 
they -were not quite sure whether they 
would like each other or not, he said, 
when they were put shoulder to 
shoulder in the trenches it was all 
right. A time came when the six- 
teenth division had to take over a bit 
of a line from the Ulster-division, and 
the officer told off 
to take it over. An officer of the 
Inniskillings took him over the 
which had all been renamed 
by the Ulstermen. Thev came to a 
place which was piled very high with 
sand bags and the officer, turning 
sadly to him, said: “We call this place 
Derry Walls. but I suppose you will 
change all these names.’ “I said,” 
continued Captain Gwynn, '**‘We won't 
change names! we. will hold 
Derry Walls for you till you come 
back. Derry Walls.” he added. 
about uncomfortable a place 
ever | in. but we never lost 
And = the telfast audience 
their applause ee only a 
Audience can 
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tier uanicdey 
ried hitit thie erlitey 

jige of their esuitabilits 

et unde in Hold Hitmeelf of 
fates ithlie for the fmef 


prewreoys tel 
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AS 

it 

shouted 
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ahve hen 


mine 
rinhe 


ré ELEAAL 


716) 


l.dinburgh Man on Glasgow Speech 


Th kKditor of The 
Monitor! 


ino 


ihe (Christian 
Selene 

SOUT IF 
there is a 
Scot which j 


f the 14th just to 
rdevaph on a Glue 
amusing enough 
if | May way Aa Scoteaman who 

"weel’ for well, and “ma een” 
for my would say, undoubtedly, 
“staunin’ standing, and “enow” 
for enough similarly with other 
words you 

He this it may, 
in Glaseow if for the 
that of Edinburgh and other citles 
larther south, in spite of the fact that 
the story used to go around Edinburgh 


If 
hand 
Mii SN 


ue 


ut sf), 
ah. 
Ver 
for 
and 
Une 
48 


the language 
most part like 


at frequent intervals of the man from. 


arrested for 
rue in Princes 
word “Scots. 
misspelled, the 


(,las heen 
us ing 
Srreeft 


man.” 


gow who had 
the Glasgow tong 

It is like the 
which often 


is 


reason being given that Gladstone had | 


used 
Trusting 
printing out 
to be in 
partly, but 
(Signed) 
Westminster, 
April 19, 1919. 
$ f am an Edinburgh 


“Scotchman” in a speech 
you will appreciate 
to you that if the 
Seots, it should not 
entirely 80. 
WILLIAM GRALP 
tritish Columbia, 


my 
text 
be 


New 


Pr, man. 


oerwape it 


SALAD DRESSING 


PLUM PUDDING 
PEANUT BUTTER 


Mra. Porter's 
purchased of 
states of 
Washington, 
fornia. 
lotereet 
products 
MES. M. A. PORTER 
Seattic. Wah. 


——S 


Products can he 
the grocer in the 
Alarka Montana. 
firegon and Cali 
in thene 


Sour gremer 


that calls itself | 


not | 
the | 


There | 
in the whole country | 
any | 
this | 
‘amall public multiplies itself in effect, 


and | 


taking | 


in Vain | 
“Na- | 


celebrate | 
been known | 
them as to the number of, 
properly be! 
On the | 
other hand, according to this observer, | 


Professor—Now, 


Specia] 


ardent | 


was, 


bs 


myet, (hat amazing 


' Bale Deposit Boxes 


THE MOTHER OF. 
PARLIAMENTS 


BY SIR HENRY LUCY 


to The Christian Science Monitor 


LONDON, England (April _ 10)- 
Whilst, largely under the influence of 


the West Leyton election, the “cou- 
pon” system has been discredited and 


in respect of future elections will be 


the tactics adopted by the 
the general elec- 


discarded, 
Prime Minister at 
tion have in an important respect 
been justified. The vast majority of 
the present House of Commons hav- 
ing won their seats by pledging them- 
selves to give a general support to 
the Ministry have scrupulously kept 
their promise. The mew House has 
displayed an unexpected and whole- 
some activity in verbal criticism 
jut when a division has been chal- 
lenged they have followed the direc- 
tion of the outstretched arm of the 
government whip, trooping into the 
lobby to vote aye or no, as the case 
may be. 


Wee Frees” 


The result has been 
majority for ministers against 
bination of Labor member 
independent Liberals, by a borrowed 
flash of Scottish humor known as 
“Wee Frees.” On such occasions the 
maximum muster of the minority has 
been in the region of fourscore. How 
long thi artificial state of thing 
will last matter of conjecture 
For Mr George sulficient to 
the day fortunate condition 
thereof, 


secure A 


a com 
and the 


tn 


a 
Lioyd 
are the 


(one Oxee pion: has ignificantls 
the situation, If 
nection with the Slough Motor 
scandal Having vielded to pres 
consenting to the appointment 
committee to inquire into 
affair, Winston Church 
take division on the 
of adjournment of 
Obvious intent wars 
majority that would discredit 
the inquiry before it opened 
in vain wae the net spread 
of ao old a bird asa the House 
means Hefore the storm of oppor! 
(ion rained from both sides the Min 
ister retreated, and the committee war 
appointed with unshackled condition 
Meanwhile the lteaderahip of reliow 
of the Liberal Party in th Hlouse of 
Commons continues’ t@ present the 
converse ofthe fate of the Ten {itl 
Nigcers That mystical band; it will 
be remembered, starting at the nu 
mera] of the decade, gradually dimin 
ished till in the last verse of their 
story came the fatal announcemen! 
‘and then ther@ were none.” Of the 
Liberal Party in the House of Com 
mons, beginning with one leader, now 
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Designer of Individually Fashioned 


Street Dresses 
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should meet an immovable object? 
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seated on} 
whose au- 
Adamson, 
The trio} 
nomina- 


| ihere are three. Two are 
the front opposition bench, 
thority they divide with Mr. 
leader of the Labor: Party. 
1as been completed by the 
tion of Mr. 
ship of what are 
Official Liberal members. 
There's Many a Slip 
Like 
minor 
ment, 
Civil 
from 


styled “the 


** 


Maclean he 
in Mr. Asquith’s 
for 10 years served 
Lord of the Admiralty. Apart 
politics he favorably 
for the dignified composure 
which, early in his career, he met 
expected misfortunes. In 
able circumstances as a 
farmer--an occupation which, in ac- 
cordance with the instinct of a states- 
man forming a new ministry, pointed | 
to him as the very man qualified to 
assist in the direction of naval affairs 
he 
to the 
friend, 
tleman, 
will, and 


Sir Donald 
office 
having as 


is 


in- 


large fortune of his unmarried 
Mr. Seale Hayne. That gen- 
however, failed to make 
Mr. Lambert realized 
truth and pungency of the 
affirming the frequency of a slip be- 
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Seale Havne was 
House of Commons 
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the Liberal majority 
introduction of the 
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held | 


Fovern- | 


was recognized as heir-apparent | 


‘al 
the’ 
axiom | 


Oe. 


Lambert to the chairman- | 
non-| 
ence 
| tionists. 


| 


| Nationalists. 


eo 
salaries. The £400 a year with which, 
in time of ,peaceful prosperity, Mr. 
| Lloyd George endowed M. P.’s, is pay- 
'able only in the case of 
_tendance by. members duly sworn in. | 
More important, from the government | 
point of view, is relief from the pres- | 
of a 
An incidental result of these 
tactics that for the first time in 
half a century,-Ulster members fihd 
themselves in a majority a 
What in Parnell’s 


is 


time | 


| was a disciplined force of some four- 


; 
known | 
with = 


comfort- | “ 
gentleman | 


f 
| 
| 
| 
| 


voters is now reduced to the 
of the family represented by 
child acquaintance. 
Mr. Devlin might re- 
as the number is, it 
possesses in the persons of T. P. 
O’Connor,- Mr. Devlin, and Mr. Mc- 
Veagh parliamentarians of the first 
rank. But, whilst well able to hold 
their own in debate, they are in the 
division lobby a negligible quantity. 
It is one of the many romances of the 
Irish Parliamentary Party that “Tay 
Pay,’ as the member 
division of Liverpool is 
known, for 40 years a militant 
Ruler today 


score 
number 
Wordsworth’s 
We are seven,” 
iterate. Small 


Home 
is 


|'of Commons! 


be 
‘assistant to the Secretary of State and 


stil] 
Commission to 
went to Paris 


later assistant to the American 
Negotiate Peace, who 
with President Wileon 


'on the George Washington last Decem- 


ber, and who has 
figures 


been one of the 


in the American delegation 


| ever since. 


| Provides News Digest 


i 
' 


His’ specific job in Paris is 


vide the American peace commission- 


| job. 


ers 
before 


| peace for us 


in tabloid form at 
commissioners 


‘nothing 
‘have a very splendid time being edu- 


' Club. 
‘spent 
‘brings us up to the year 
‘of November 


information 
charged 


necessary 
they need it. He 
with the duty of telling the 
cuished gentlemen who are making 
American people what is 
the world. This is done 
a gathering of the 
each morning 
azo Bullitt had 
for this world 


, : ‘ 
with all 
is 


happening in 


done 
except 


Four years 


in or 


cated and being amused. He “heeled” 


for the Yale Daily News when he was 


He was 
Dramatic 


student in New Haven. 
manager of the Yale 

It was at Harvard that he 
a year studying law. And that 
1914, month 
He -had 
He had 


a 
also 


or December. 
returned from Europe. 
in Russia before the war broke, 
went down to France, tried to get in 
the army, was turned down and came 
home. He applied to a city editor fora 
The C. E. deigned to give him a 
chance at a salary of $10 a week. 


just 
been 


Editorials Strike Fire 


He practiced typewriting bv touch- 
ing out his own editorial 


ions on the news of the day, 


to pro-. 


weat, 
the Commons. 


citement. 


distin- | 4 Jungle. 
‘its guarded 


CIRCUS DAY 


Specially for The Chrietian Science Monitor 


we knoe 
he 


We savy it is circus time: 
it, not only by calendar and ¢t 
posters, but because the press agent-—- 
and there is none cleverer in the busi- 
ness than those who precede the cir- 
cus-——tells us the perennial tale of the 
greatest thing on earth, and tries to 
put over a new one about som® animal 
that never before was seen outside of* 
or some treasure torn from 
palace fastness Maybe 
we borrow a child or two and go to the: 
circus. 

But the city 


the 


circus in its walls of 
masonry has no such charm as that 
which stirred the anticipations and 
conferred happiness upon children of 
a generation ago. in a certain town 

it calls itself a city now-——in the middle 
there was an open space, called 
although privately own- 
ed. Ordinarily, this was merely a great 
public playground, but once a year the 
circus gave it a new value. Teachers 
and parents made heroic effarte to off- 
set its lure, but the circus always won 
Fortunately it remained only for a day. 
That day was looked forward to more 
eagerly than the Fourth July and 
was second only to-Christmas in ex- 
One tried to stay awake for 


or 


the rumbling wagons that came mys- 
'teriously some time in the night just 


ito 


opin-| 
and once 


_he became so interested in one of, 
these opinions of his that he violated | 


one of the common 


| associate editors and asking him 


' 


; them at all. 


laws of a news- 
paper office by taking it to one of the 
if | 


as one tried to keep one’s eyes open 
see Santa Claus come down the 
chimney. 

Few succeeded in this endeavor, but 
practically all the boys were up at an 
early hour and out long before break- 
fast hanging around the fringes of the 
circus. Indeed, some forgot entirely 
to return home to breakfast or to go 
to school. Those who went were, many 
of them, rewarded by ,being excused 
|early in respomes to a note from 


| “The associate odiinn did think so, ‘sind | 


so did the editor. And he printed it. 
He also published several more: 
Letters came in. Some were from 
the gentlemen referred to and indi- 
cated that the editorials did not please 
Other letters were from 


‘people who had. no interest in child 


‘labor except to see it 


,theys 
regular at-) 


solid phalanx of obstruc- | 


' 


gainst the) 


Se 


a 


their 


curtailed. and 
aid, ‘‘That’s the stuff to give em”; 
,and in a few months an associate edi- 
tor of the paper resigned and William 
C. Bullitt catapulted from the cub’s 
seat to the associate editor’s office. 
He’s been catapulting ever since. 

In 1916 he was married to Miss 
Ernesta Drinker, daughter of 
Henry S. Drinker, president of Lehigh 
University, and the bride and groom 
proceeded to Germany and Austria. 
About the only dignitary Bullitt did 
not interview was the Kaiser. 

They went over Belgium seeking 
and finding instances of the German 
way of making war. General 
Bissing chose to put on a splendid | 
dinner for them in Brussels. Others 
endeavored to make the lion seem a/)|§ 
lamb. Von Bethmann-Hollweg and 
von Jazgow, 


Helfferich and the rest went out of! the sawdust. 
‘shows, 


way to be human. 


- . 
German Chaperonage 


‘bound 


for the Scotland | 
familiarly | 
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other: 


PEACEMAKERS 


4 { le 17} the Public Ledger, 


Philadelphia 
Who is the “Young 
Premier Llovd George's great speech 
to the House of Commons the “Young 
American” whose as yet unpublished 
report on Russia led to 
fhe Commons between the Premier and 
i group of members, inspired 
remier to Nave the “Young American” 
to breakfast in Paria, 
livery one in Washington 
followed the eourse of the 
problem knowe that the “Young Amer- 
ron o6is)6 William ©. Bullitt, former 
Wiushington correspondent of the 
Philadelphia Public Ledger, 


American” of 


who has 
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The Buflitts came back and he un- 
loaded a lot of stories, the first one 
icy was not abandoned, that we were 
for war with the Central 
Powers, might as well recognize the | 
fact, build a fleet of 1000 


ready for what was coming. 
Bullitt exposed the pre-war plotting 
of Count Tisza in Vienna, and 


Potsdsm gang in Berlin, and he, threw 
a new light upon the whole sordid po- 


' litical 
' world 


a colloquy in| 


Hh ‘some time Bullitt sought 


Ruesian | 


that had plunged the 
Then he became the 
of 


system 
into war. 
Washington correspondent 
Public Ledger | 
After we had been the war for 
a place in 
the army and was preparing to enter 
the service when the State Depart- 
ment placed him in charge of central 


European information, 


in 
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the Commons. was a ‘kindly 
d used to take most of the chil- 
'dren of the neighborhood on compli- 
‘mentary tickets. It was a great sight 


owned 


to see him with his cane in hand and 


beard flowing starting for the .circus 


‘with a child by one hand and a dozen 


others following him. 
‘the boys, 


two of 
have 


One or 


however, who might 


gone in free with this party were of a 


' spirit 


that seorned such a tame en- 


trance to anything so remarkable as a 


‘circus. 


They would earn their way by 


‘riding horses to water or doing some 
| other odd job which entitled them to 


admission. 
Dr. | 


There was one boy who, 
even if he did work that gave him such 
a privilege, always sought to,squirm 


under the tent when no one was look- 


It was a part of the adventure. 
There was always a circus after- 
math. Sometimes a boy would become 
so enamored of the life that he would 
seek to run away with the circus and 
‘his being brought back was an izgno- 
miny hard to bear. The day after the 
circus, too, there was always a crowd 
of youngsters out of school hours 
searching about the upturned circle of 


and Zimmermann and_/ 'earth where the ring had been, among 


and as far as the side 
for bits of tinsel or anything 


that might have been dropped by the 


circus folk. Sometimes _a coin would 


'be found, and once a boy came upon a 


‘clown’s hat- 


Mather of the House |0! Which was that the submarine pol- | 


—a great find. 
If it had not been that marble time 


‘was not quite over and kite flying was 


| just 


destroyers 
? ‘bled away. 


beginning, life would have been 
‘almost intolerably dull after the circus 
tent was struck and the wagons rum- 
There may be something 


‘in that town which brings with it as 


| 


|spring. as strong a 
the | 
/memory as the circus— 
| ders what it is. 


the | 


much of a realization of the arrival of 
thrill of adven- 
lasting. a 
one won- 


leaves behind as 
but 


ture, and 


ie Orders 


from overseas was accompanied 
by the following message: 


“To tell you that you are the 
first in my thoughts today, | 
send you-—-not souvenirs of war, 
but, symbols of life, love and 
beauty.” 


What better thought can be 
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* fern News (Office 
Bios Island—Half a. 
er men stood around | 
t the United States naval | 
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anc as many photogra- | 
i mera men perc hed on | 
0% and along the sandy i 
aic Bay—all waiting to | 
ne Epeotosrapt the start | 
(an seaplanes NC-1 and, 
{ leg of their flight | 
lantic Ocean. But there. 
ft The weather inter-, 
Ov r weather conditions 
t it was announced late 
& he flight will not start 
probably take place 


ure” which was given | 
of the postponed 
lay. was not discussed 
| it developed = over 
Mc aday. It was then 
nil -an-hour proposition, 
taken seriously by an 
sugh it was on its way 
en, overnight, the insig- | 
ssure donned = several 
‘and by dawn, was strid- 
al light for the Rockaway- 
; > ot arate of 100 miles 
sa vital factor which | 
pred seriously. 
Bclock before Com- 
Ss reluctantly announced | 
a y’ “Low pressure all | 
_ Might make it easily. 
‘ain would be too great 
r Pry again tomorrow. 
he Flight 
berty engines 
Pn tuned up. al) 
(for the start. The 
e water s edge. her nose 
ca Bay, and the NC-1, 
“distance behind her. 
more damaged than the 
Monday. was hauled 
rar. sufficientivy repaired 
ein some of the pho- 
) had ‘planned to follow 
s Ss some of the distance. 
Rockaway to Tre- 
i by the navy merely 
Pence no effort for' 
a "accomplishing ‘it is 


on each 


and 


TOT 
‘whl! 


mee of the flight. as 
> Rockaway to Halifax, 
files; Halifax to Trepas- 
bassey to Horta, Island 
fores, 1200; Horta to 
| 150; (if conditions are 
Planes will continue to 
» Island of San Miguel, 

Mirco of at Horta); 

_ from Trepassev to 

1350: Ponta Delgada 
‘Lisbon to Plymouth. 


es an Hour 
i that an average speed 
four wil! be maintained 
@ distance from Tre- 
Azores should be made 
} hours. The time esti- 
» trip to Halifax a 
fam @ight hours. The 
é the shore line to a 
and should be visible 
pst of the | 
ith which the NC-1 and 
» repaired cer i fire 
© subject of many com- 
Harks around the han- 
Dot a messaze from 
mosevelt. Assistant Sec 
fr, addressed to Com- 
The facility with 
irs were completed wa:+ 
. by ‘the fact that 
Wings of the NC- the 
| of the four which did 
'to the requirements 
y available for use on 


is 


“at 


beau- 
with 


Ries presented a 
dawn yesterday 


‘tect 


that 


ing for 


‘courts over 
experience, he said, he had. gained the | 

LO | 
the | 


ot 


| / their motors roaring and flashing, and | 
“the early light softly outlining their | 
Their size was) 


huge wings and hulls. 
a impressive. A wing-spread of) 
26 feet and an overall length of 68. 


ae 2% inches seems, to the layman | 
in any! 


least, a bulwark of safety, 
kind of weather. 


SAFEGUARDING THE 
CHILDREN OF BELGIUM 


| Spec ial to The Christian Se ‘ibnce Monitor | 


from Washington News Office 
WASHINGTON, District of Columbia | 
—~Belgium had begun 
toward safeguarding 


its 
to make 
gress 
dren when 
stopped this movement, it was stated 
by Dr. Rene Sand, of the Ministry of 
Labor of Belgium, at the conference 


in Washineton on child welfare stand- 


ards. During the German occupation, 
he said, no Belgians worked more than 
they were compelled to, because such 
work enriched the Germans, 
legal regulation of child labor was not 
attempted. 

Now Belgium is trying to reorgan- 
ize industry on a basis that will pro- 
the child, even though the econ- 
omic pressure due to the cost of the 
war tempts the children into industry. 


Heaurgeda minimum wage law, among 


other legislative regulations, as essen- 
tial to the wellbeing of Children,: as 
well as of adults. 

Judge Victor P. Arnold of Chicago, 
speaking on the subject of what con- 
stitutes sufficient grounds for the re- 
moval of a child from the home, said 
the child should be kept in 
home if there any possibility of 
doing so. He advocated sped¢ial train- 


is 


in these 
In 


the retention of the judges 
longer periods. 


helping parents 
the place for 


results by 
the home 


best 

make 

child. 
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METAL WORKERS IN 


THREE-WEEK MEETING, 


| Opinion 


to The Christian 
from its Western News Office 
LOUISVILLE, Kentucky—The 
nual meeting of the Amalgamated 
sociation of lron, Steel and 
ers began here vesterdayv 
delegates in attendance. M. F. 
Pittsburgh president the 
ciation, said the attendance this 
larger than at any time since 
The meeting will last about 
weeks. The sessions are behind ¢ 


doors. 


Tighe 
of 
vear 
1891. 
three 
losed 


1S 


TELEPHONE RATES PROTESTS 
‘al to The 

WORCESTER, 
tests against the 
of the New England 
Telegraph Company continue to be 
raised in this citv. The board of al 
dermen has passed a resolution de- 
claring that the new rates are 
“inequitable and in excess of any 
increases in the wages of the corm- 
pany s emplovees and impose an un- 
reasonable and unnecessagy burden 
on the transaction of business." The 
executive committee of the Worcester 
County Bar Association has named a 
committee to cooperate with other or- 
vanizations in investigating the rates. 


ttian Scence Monito: 
Massachusetts—Pro- 
increases in the rates 
Telephone and 


Spe (“hr 


BALLOT REFERENDUM OPPOSED 
speciai(/to The Christian S&S 
its We 

JEFFERSON CITY. 

azists from all parts 
campaigning at a measure call- 
ing suffrage referendum in 
Mis up in the Legislature. 
The declare that because 
the Senate ie pledged to 
pass Suffrage Amendment 
io 1 (‘onstitution, 
would he an 


t time. 


from tern News 
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of the State ars 
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lnited States 
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ne States 
referendum in Mis; 
unnece expenditure 
energy and moncy. 
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DEMAND FOR LOWER | 


PRICES ON FLOUR 


Oe ee 


'Present Rates Not Warranted, 
, Says Federal Wheat Director 


—Food Conference to 


; 


i 
| 


Held Next Week i in NewY ork | : 


Special to The Christian Science Monitor | 


from its Western News Office 
CHICAGO, Illinois-—-Unless the pres- | 
ent flour prices are adjusted to a lower 
level within the next 10 days, 


the | 


vessel than Admiral Farragut’s flag- 
ship be placed as receiving ship at | 
the Charleston (South Carolina) yard. 
a Constellation is at 

Island, and she, and the Con- 


drroemter iy ‘at the Boston yard, are the} 


Organization Afhliated With the 


only survivors of the navy of Revolu- 
tionary days. 

Mr.- Roosevelt does not 
‘that the people of New England would 


Be, agree to the removal of the Constitu- | 
'tion to Washington. and therefore has | 
all three of | 


not considered gathering 
| the famous. old ships at the capital. 


NATION-WIDE AIR 


PROGRAM IS URGED: 


| States, 
of Greater 


+ ete 


United States Food Administration) Aeronautical Congress in Georgia 


/mMay resort to the 1917 methods of dis- | 
tribution, Julius Barnes, federal wheat | 


director, declared in a speech before 
the Chicago Board of Trade yesterday 
noon. 
the unwarranted conclusion of 
jobbers and dealers that there will be 
a shortage, he. said. 
ministration, Mr. Barnes 


tributed to the trade to 30 days’ supply. 

After outlining the seriousness of 
the food situation the world over, Mr. 
Barnes said that a conference will be 
held in New York City on May 12 to 


make trade agreements with millers, | 


Present prices are inflated by | 
the | 


The Food Ad- | 
declared, | 
might have to limit the amount di 


dealers and bakers for the distribution | 


of flour and wheat. 
such agreements as would restrict 
legitimate trade as little as possible. 
Some of the steps that may be taken, 
he said, might not meet the approval 
of all the men on the grain exchange. 
but the steps would be taken in sin- 
cerity of purpose, and he expected 


their support in carrying out the pro- | * 
‘field and Fresno, California; 


gram. 


He hoped to make; __ 
| Washington. 


“As long as values recorded on the. 


play of supply and demand and there- 
by reflect as nearly 
value of foods in which future trading 
is permitted, there is little question, 
Mr. Barnes, “of interfering 
It 
only when the means for readily re- 
fiectineg 
become used 
that those values reflect only the play 
special attention—as: speculation 
the law of supply and demand—that 
the time wil] come to call a halt. 

“Conditions in some parts of the 
world are such,” the speaker told his 
audience, “that the Food 
terms of bushels and barrels, but in 
terms of human life. The 
States has a great responsibility res't- 
ing upon it in helping the newly cre- 
ated nations. Germany.” he said, ‘will 
be fed at her own expense always with 
a view to protecting the interests of 
the Allies first.’ 


SECRETARY OF WAR 
HOME FROM EUROPE. 


to The (hristian sclence 


from its BMastern News Office 


Baker, Secretary of War, returned ves- 
on the transport George Wash- 
ington after having visited the Ameri- 
can army of occupation in Germany, 
of which he spoke enthusiastically, 
and reported that the millionth man 
will soon return to the United States. 
He said that the work of bringing the 
troops back was progressing rapidly, 
and that all except the third armvy 
will be brought home as soon as possi- 
Troops to the number of 6552. 
argely from the thirty-second division 
omposed of Michizan and Wisconsin 
sliasdigesane: also arrived on the Georce 
Washington, under command of Maj 
W. G. Haan.’ The transport 
scheduled to sail from this port 
May 12 for Brest. 


FAMOUS SHIPS 
MAY BE PRESERVED 


WASHINGTON, District of Columbia 

Plans for brinzing two famous old 
ships of the navy, the Constellation 
and the Hartford, Washing 
be on permanent concrete 
in the tidal basin in Potomae 
ure being considered by Frank 
Roosevelt, acting Secretary 
in connection with a survey 
made of the Hartford for 
expected the surveys 
recommend that newer 
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now being 
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with | 
is | 
| for enlarging the service. 
the varying shades of trade) 
to sucl® extent - 


Administra- |. ge : 
tion does not think of food supplies in| '" 4 Wright-Martin bombing plane, 
i Tived 


United | 
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grain exchanges reflect the legitimate | Kansas City, 
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as possible the | Dayton, Florida. 
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Hears Paper by 


States Director of Air Service. 


Special to The Christian Science Monitor 
from its Southern News Office 

MACON, Georgia—-Support 

tion-wide aeronautical 


program was pledged in 


‘passed at the southeastern aeronauti- 


cal congress on Monday, following the 
reading of a paper written by Maj.- 
Gen. Charles T. Menoher, director 
the air service of the United States, 
and an address by Brig.-Gen. L. E, O. 
Chariton, British air attaché here. 

reneral Menoher was detained 


lic here 
ice reaching all parts of the United 
States. \Governmental agencies should 
be maintained he said, at Boston, 
Massachusetts: New York, New York; 
Richmond, Virginia; Raleigh. 
Carolina; Mobile, Alabama: 


and Albany,, New York; 
Missouri; Chicago, 
Pennsylvania; 


Syracuse, 
Uniontown, 


According to General Menoher, the 


’|activity of civilian authorities will de- | 
termine the future of aviation unless | 
Congress appropriates sufficient funds ' 
'and suited to the needs of the locality. 


The congress went on record as rec- 
ognizing federal control and guidance 
in aeronautics, and the several states 
were asked to accept and sanction this 
fact by such legislation as mav be 
necessary. The United States War 
and Navy departments are asked 
supply material needed in extending 


(aerial service. 


Downey, flying 
ar- 
Washington! making the 
The fastest rail sched- 


is 27 hours. 


Lieutenant-Colonel 
from 


trip in 7h. 55m. 
ule for this trip 


PACKERS AND UNIONS 


IN ACCORD ON WAGES! * 
- ithe 
than to improve conditions and raise 


Mionitor 
News Office 


Representa- 


Stian Science 


Western 


ial to The Chri 


from its 
CHICAGO. 
tives of the five 


Spe 


Illinois 
big packers and union 
practically agreed 


employees are 


times, 


ployment for union men in the pack- 
ing houses. As an agreement 
not be reached with the 
this point, in a conference 
mediation board 
District of Columbia, 
from Chicago left 
ington to enlist the aid of the 
of the American Federation 


here with 


union 


WISSOURPS NEW DRY LAW 


Special to The Christian Science 

from its Western News Office 

JEFFERSON CITY, Missouri 

of the dry enforcement bill now 
in Missouri shows that the dry forces 
were able, despite-the wet efforts, 
make the measure one that cannot 
trifled with. Liq! 
ported, sold or given away. 
a strong seart h-and-seizure clause. Aap- 
nivine evervthing except private 
residence: 


‘Thayer er 


enjoy 


Study 


io 


. Me. Neil 


the 
tion of being unsurpassed 
Ele \ 


known throughout Line 


shoes distine 


in quality or stvle. 
are 
and are accepted 
of high grade 


count ry 
standards 
lootwear 


Newport, | 


anticipate 


to a na-} 
development | 

resolutions | 
Teachers Club, said that the time had | 
‘arrived for the teachers of this coun-' 


of | 


in | 
His program made pub-- 
calls fora permanent air serv- | 


Ili- | 
and | 
| the charter granted 
‘sixth, a number of others have been 


tO | 


on | 


; 
a 


the scale of wages to be paid during | 
but union employees are! 
'demanding a more definite recognition 
of the unions and preference in em-} 


could | 
packers on. 


from Washington, | 
leaders | 
vesterday for Wash- | 
officials | 
of Labor. | 


Monitor 


a law' 


to! 
he | 
iors cannot be trans | 
There is! 


‘at just the right moment,” 
“The members of the) 


' undoubtedly result 
ing of the teachers at the meeting on | 

North | 
Bakers- | 
Buffalo, | 


is neeessaryv 
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BQSTON TEACHERS 
TO FORM A UNION 


American Federation of Labor 


Elect Tentative Officers 


Specially for The Christian Science Monitor 


BOSTON, Massachusetts 
into line with the general movement of 


lean Federation of Labor. 


 jutely 
cedure, 


largely 
, ment 


to Adopt a Constitution and J, gopced by Superintendent 


—~ Palling 


' 


school teachers throughout the United | 


the public school 
Boston will meet on Fri- 


day evening to organize a chapter in 


United 


the American Federation of Teathers, 


teachers ° 


i 
! 
' 
i 


i 
} 


which is affiliated with the American. 


Federation of Labor. At that time! 
tentative officers will be elected, and | 


a constitution adopted. 


In» describing the objects of the 


‘At the meeting on Friday 
‘Charles Stillman, 


“Although affiliated with the Amer- 
the teach- 
ers’ organization is an autonomous 
body, and cannot be ordered to cali a_ 
strike, and its constitution gives abso- 
no consideration to such pro- 
In promoting or antagonizineg 
any project, 
upon arousing public 
for their support.” 


senti- 


Miss Bigelow said that 


had heartily 


1Tt- 


personally that he hoped “the finest 


of Boston's representative teachers 
would be included among its leaders.” 


president of the 
American Federation of Teachers, and 
a high school teacher in Chicago. will 
|speak, and Henry Abrahams. labor 
member of thé Boston School Commit- 
tee, has promised to be present. 

It is expected that several hundred 


* 


movement to a representative of The; teachers will attend the meeting and 
Christian Science Monitor, Miss Cora: 


sigelow, president of the Boston 


| 


try to enter into the progressive trend | 


of the times, and make an effort 


raise the standards of the profession. 


“T believe that we are taking this step 


Miss Bigelow. 


to; 


unite with the organization. Any 
hesitancy that has existed has been 
dissolved by the indorsement of the 
members of the School Board, accord- 
ing to Miss Bigelow. 


“The teachers should organize to 


' get a sense of self-respect and power.” 


continued | 


school committee have given their per- | 


sonal indorsement to the movement. 
and the establishment of a 
friendiv atmosphere at the start wil! 
in a large gather- 


Friday evening. 


Progress of Organization 


“Great 
the teachers of the United States 
indicated by the fact that although 
us 
issued since. The constitution to be 
cubmitted at 
will be a very democratic document 


most | 


said Judge M. H. Sullivan, the chair- 
man. “The teachers ought to have or- 
ganized in affiliation with the Amer- 
ican Federation of Labor vears ago.’ 
said Mr. Abrahams, the labor member 
“As a sympathetic and cooperative or- 


ganization, I know it wilt be of value 


to the school committee,”’ said Richard | 
would | 


J. Lane, another member. “It 


be of no use for the school committee 
‘merely to express sympathy with the 


ae! movement; 
progress toward organizing | 
is | 


is the sixtv-| 


the meeting this weexk: 


|Special to The Christian Science Monitor. 


No arbitrary rule with regard to by-, 


awe exists, and local conditions have 


been taken into consideration in their 


formation. 


' mated that 


I believe we should 
aorse it,” 


the woman member of the committee. 


— ~~ ee — 


RENT PROFITEERING 
IN NEW YORK CITY 


ee eee ——_— = 


from its Pastern News Office 


NEW YORK, New York—It is esti- 
2000 cases of rent prof- 


_iteering appeared on Monday's calen- 


he eligible for membership in the new! 


from the college profes- 
it 


organization. 
sor to the kindergarten instructor. 
to broaden the lines 
the start, but it is expected that as the 
organization grows in numbers, it wil] 
resolve itself into its several natural 
units or groups under the same gen- 
eral head. While raising the stand- 
urds of the profession is the general 
aim of.the organization, the best inter- 
ests of the teachers and 
‘ill be protected, and the results of 
movement cannot be otherwise 


the standards of the schools as well as 
those of the teaching profession. It 
is clear that if the teacher's lot is to 
be more comfortable, the quality of 
the service will be of a higher grade. 
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Stands wear 
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Varnis 


Special Floor 
h does all the 
On 1d things a good floor 
varnish ought to do. 


[ts tough, elastic coat- 
ing stands a power of 
wear and tear. Its non- 
scratching qualities are 
not the least of its ad- 
It lays easily, 


vantages. 
dries quickly to a fine 


Ditiialilitii: 


mirror-gloss surface. 


AMAIA AALAALL 


ing 


~ | dar of the municipal courts, but few 
“Any teacher in Greater Boston will! 


eviction. notices were signed. The 
Mayor's committee on rent profiteer- 
had lawyers in court to aid the 


tenants, and many cases were dropped 


at} 


and 
reported 


reasons, 
It 


technical stays 


in others. 


for 
granted 


wa 
‘that 2000 or more army “Ae and as 


many blankets had been promised the 


committee for use of evicted tenants 


who have been 


the schools | 


given refuge in the 


churches opened to them. 


the teachers will depend | 


| Frank V.' 
» Thompson, superintendent of the Bos- 
ton public schools. 
dorsed the movement. and had told her . 
volt 


evening, | 


in- | 
said Miss Frances Curtis. | 
one a 


PRIVATE REPORT 


ON KOREA'S REVOLT 


Teacher in a Christian School 
at Pyeng Yang Writes of the - 
“Brutal Treatment” of Girls 


and Women by Japanese 


WASHINGTON, District of Columbia 
Conditions in Korea during the re- 
against Japanese rule are dé 
scribed in a letter made public here by 
the headquarters of the “provisional! - 
Government of Korea.” The letter 
was sent by Miss Grace L. Dillinghan® 
formerly of New York, who is now 
teaching in a Christian school a! 
Pyeng Yang, Korea, and was delivered 
by hand toga friend in Flushing, New 
York. It was written March 11. seven 
days after the outbreak of the revolu- 
tion, 

In 
Korean 


the letter Miss Dillingham said 
schoolgirls’ had been tied to 
telephone poles and flogged publicly 
by Japanese cgendarmes, Christians in 
jails had been tied to crosses, stripped 
of their clothing and beaten, two 
American women had been beaten by 
Japanese soidiers, and churches had 
been looted and Bibles destroved 
Peaceful demonstrations were broken 
up by the Japanese soldiers, she said 
and men and women were “brutally 


' treated.” 


“The soldiers fired into the crowds 
and killed and wounded many of the 
students, boys and girls, who took 
part in the demonstrations.” Miss 
Dillinghau wrote. /“Dr. Falwell’s 
hospital is full of them. Two died, one 
has to have an arm amputated and 
leg. Schoolgirls were tied to. 
telephone poles by their braids and 
flogged. 

“Mrs. Moore and Mrs. Trissel (mis- 
sionaries) were stopped on their way 
to our hospital. They turned to go 
back in obedience to the guard's de- 


‘mands and he struck them both in the 


back with the butt of his gun.” 


ILLINOIS BLUE-SKY BILL 
The Christian Science Monitor 

from its Western News Office 
CHICAGO, Illinois—The Blue-Sky 
Bill, drawn Dy the Secretary of State, 
has passed the state Senate. Pro- 
vision is madé in this law for the 
State’s attorney to take action against 
corporations which fail to make 
financial reports to the Secretary of 
State. The House passed a bill fixine 
a minimum salary of $80 a month for 


special to 


public-school teachers. 
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and maintain your haulage vehicles. 
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Let it prove to vou that because of 
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TRUCKS have the stamina to render, they 
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] “is ian Selence Monitor 
dchusetts—"We are 
lervice men in jobs,” 
wood Field, manager 
t Bureau for Return- 


! Sailors located on! 
a describing the 
io a representative | 
Science Monitor, In 
hatic statement Mr. | 
mself not as making 
am or doubt, but as 
1a ‘daily accomplish- | 
at is everywhere felt | 
| 
ortance in the world-— 
t. And Mr. Field with | 


job to be a provess of real pleasure. 
Since it is quite generally conceded 
that the reemployment of the return- 
ing forces is one of the most vital 
phases of reconstruction, no little at- 
tention is being paid by other quarters 
of the country to this Boston bureau 
which seems to have found a way of 
doing the thing necessary and with 
unique efficiency. Mr. Field had much 
to say regarding the cooperation of 
employers in this district. Boston em- 
ployers, with only one or two excep- 
tions, appear to be taking special pride 
in giving employment to all the men 


who were with them at the time of en- | 


tering the army or navy, jobs at least 
as £00d as those which they formerly 


held, and more than that, with the. 
Sime wages or salary, often plus war- | 


time advances. The employers are 
suid to look upon this as not only the 
unquestioned right thing to do, but as 
at least @ slight show of appreciation 
for what the boys did, and further, to 
be prepared for probable increase of 
business in the near future when ta- 
bor may have become scarce. 


Many Organizations Participate 
This Employment Bureau for Re- 


| 
| 


out that the one! turning Soldiers and Sailors is organ- | 


+s ccess of the work | 
a centralized agency 
gations specially in- 
nbined into one cen- 
he bringing together | 


Service men and the. 


ig facing this central | 
2 very businesslike | 
is a market place for. 
le bul-yesterday sql- | 
, Services that range , 
Dy possible degree | 
lity and desire. In! 
‘ansactions may take 
nd quickly both the 
“jobs must be care- | 
“The bureau's per- 
on petent, the equip- | 
hodations need to be | 
ir. Field showed how | 
ected. — 

h Division 

dic tinge. the simple 
jon which, according 
he cooperating acen- | 
sary were prepared. 
f each division and 
e depicted. The reg- 
i located in another | 
ws but another name 
under city auspices, | 
® Mayor, the Boston. 
he Reception of Re-| 
Sailors and Marines. 
sineéss men meet and— 
Service man, render- 
of assistance, includ- 
t, food, lodging and | 


ora 


division, acquainting | 
'rous special parties 
ith the work, keeping | 
; the general inter- 
necting the service 
mer job where possi- | 
al interviews branch, 
1d the job are brought 
c » are vital parts of 


e Mf the special inter- |. 
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‘f the men in the or- 
im recently from the 
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be good. 


—th at a thing worth doing at all is worth doing well. 


ow could we 


fusion, 
/ 
| work, 


getting the job he 


It must be wel] made. 


ized, controlled and financed by repre- 
Sentatives of all the local business and 
Welfare organizations that are devoted 
to finding employment for service men, 
like the Boston Chamber of Commerce 


and the Young Men's Christian Asso- 


United 
and the 


including the 
Service 


ciation, and 

States Employment 

city of Boston. 
Instead of each one of the some 14 


ARE. KIDNAPED 


Two Men Taken From a Hotel, 
Transported Out of Town 


Special to The Christian Science Monitor 

LAWRENCE, . 
“vigilance committee’ 
move in the textile 


Massachusetts 
" made its 
strike early 


first 


; 
; 
} 
; 


! 


| Siberian 
| Presidio, San 


and .lold Not to Return: 


/ments of 500 
directed that enl&%tments under these. 


The} 


on | 


Tuesday morning when members went | 
to the rooms of two strike leaders at 


a hotel and kidnaped them. The two 


years in the reaular army. No fur- 
lough to the reserves will be granted 
under such reenlistment. Pay in this 
service will be the same as at present. 
It directed that recruits enlisted 
for service in Siberia be sent to 
replacement detachment, 
ranciseo, and shipped 


is 


Vladivostok 
become available. 


Lo 
It is 
service in Siberia be 
opened to men in the Panama Canal 
department, well in the 
tinental limits of the United States. 


instructions for 


as as 


OVERLAND WORKERS 


men were roughly handled, taken out | 


of the city and told not to return. 

The kidnaped men were 
Capraro. and Nathan Klineman, The 
former came to this city shortly afte: 


Anthony | 


the outbreak of the strike as a repre-| 


sentative of the New York Call. a So- 
Clalist New York newspaper. 


Since | 


then he has written signed articles for! 


local situa- 
and 


the paper bearing on the 
tion. Klineman is a newcomer, 
is here as a representative of 
Amalgamated Textile Workers 
America, 

Capraro made his Andover, 


wav to 


} 
the | 
of | 


| Earl, 


and Klineman to Lowell, after being | 


is said that 
used by the 
5 or 20 


left by the kidnapers. It 
three automobiles were 


kidnapers, who numbered 


' men, all} masked and some armed. 


The bellboys of the hotel were 


‘ordered to open the rear door, which 


The posse’ of kidnapers then 
the rooms in which the 


they did. 


ascended to 


/two men slept and they were made to 


‘dress and were rushed 
automobile 


Or 15 agencies separately attempting | 


to establish a bureau and so causing 
much duplication of effort and con- 
centralization, that is, 
was decided upon the 
road to effective results. That one per- 
son can do the work of one, that 
individually can do the work of 
but that 25 as a team can do the work 
of 100, was again brought 

Thus the bovs themselves were 
saved from shopping for jobs at a 
number of widely scattered agencies 


as 


He 


wt), 


‘and emplovers; thev were saved from 


finding that the position for which they 
were applying had 


some other bureau; no longer would 


_the employers have to be annoved by 
Many azgenties, all soliciting the same | 
fee] | 
bound to send each job to a long list 
agencies to avoid jealousy on the! 


job; nor would the emplovers 
of 
part of some; here at the most acces- 
sible and central spot in the 
Boston Common, practically all 
jobs and all the service men desir- 
ing jobs come together. 

Through April an average of 51 
men a day were placed by the bureau. 
In January, the first month of its oper- 
a.ion, the bureau found positions for 


713; during February, 749, and for 


into play. | 


been filled from | ete 
‘twenty-sixth and other overseas divi- 


L\eam- ; 
one | 


j 
| 


ar i 


wt) 4 


It 


into a 
which sped off 
Andover. Both men _ have 

their intention to stay away from this 
citv. Klineman has returned to Boston 


and Capraro says that he will stay in 


Andover. 


. ‘ , 
The general committee of business 


making 
the 
The 


professional men are 
plans for a conference between 
mill men and their employees. 

Governor will be asked to step 
is believed that the mill 


and 


‘agree to meet representatives of their 
'own plants and thresh out the matter 


_ with them. 


i 
f 


About 150 former members of the 


'sions have been sworn in for police 
duty, and out of town police will be| 


city, i 


the | 


sent home. 


|_awrence Men See Governor 


BOSTON, Massachusetts—Gov. 
vin Coolidge was yesterday appealed to 


Cal- 


by a committee representing the Law- | in Illinoi il fi 
: 'graph rates in Illinois until final deter- 


rence Chamber of Commerce. who 


in. |! 
men will | 


' week 


waiting | 
toward | 
signified | 
sympathy 


| mination 


_asked that immediate steps be taken to} 


| 


Chamber. 


March, 1320. Up to April 26 the bureau | 


#) 4) *) 


had registered 8322 service men. The 
file is constantly revised, and 
active list of about 1000 is maintained. 
Between 300 and 500 call every day. 
The average applicant does not call 
more than two or three times before 
wants. 


MAKING IT EASIER FOR 
MEN TO GET WORK 


science Monitor 
from Office 

NEW YORK, New York—A. central! 
ization reemployment bureau for sail- 
ors, soldiers and marines, made up of 
representatives of various war relief 
organizations, has been established to 
save men demoblized the necessity of 
traveling around Various emplov- 
ment bureaux scattered all over the 
city. in search of work. .Here the 
placement managers interview the 
emplovers listed as having jobs to 
offer by telephone hefore the man 
sent.out to get one. Men who do not 
care to return their old position 
when released from service 
notity their former emplovers, 
that those places may be released 
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Entrances on Both Subways 


ask you to believe in it? 


said 
ani | 


are asked | 


It must typify the idea of the Wanamaker 


end the Lawrence strike. The com- 
mittee consists of Andrew B. 
land, Richard Ward, president of the 
and Kimball G. Colby. 

Following the conference, Mr. Colby 
that several. suggestions were 
made to the Governor, and i! ex- 
pected that some action will result. 
“The situation in Lawrence criti- 
cal,’ he said. 

The committee i 
arbitration. according to statements 
made by-its members, believing that 
this is no time for talking things over 
with the strikers. 


ENLISTMENTS FOR 
SIBERIA INVITED 
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The Christian 
mit Washington 
HINGTON, District of Columbia 
recruiting officers and com 
mandineg officers at camps, posts an‘ 
stations at which recruiting is author- 
ized, have been notified by the War 
Department that it is desired to en- 
immediately SOOO men for service 
in Siberia They are authorized | 
enlist men this service under the 
following conditions 

Only men with 
service will be accepted 
States for this service. 
discharge or reenlistment 


Specia 


WAS 
All 


list 
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ror 


previous militars 
in the United 
Men eligible 


for mav be 


Suther- | 
uth ‘rate order 


Wanamaker Luggage Idea 


If-we did not believe in 


Faith in good merchandise for the 


Pit brings—for the service that it gives—for the good that it does. 
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fdrobe trunles, $41.25 to $165 

aa 

of ; hang between each garment. 
many hold the clothes tight, preventing 
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cialized trunks. 


‘ef 2 
inks made expressly 


+ 
waif Nae 
pe ore 


as 


| ' hats. 


b... Tapes in drawers hold lingerie 
Place. . . . Secret jewel drawers... . 
lrawers in many can be locked secretly. 
vi have plenty of room to hang one’s 
ron 14 hangers. 


women s combination trunks. 


. trunks made expressly. for 


of strongly constructed wood, 


Men's 


and 


$57. 


for frocks and 


vulcanized fibre and attrac- 


some in 


ri yardrobe trunks, $41 
ter size wardrobe 


English 


rt trunks, 
Sy . Fullaize wardrobe trunks, $6) to 


Liberty 


An exceptional variety of these famous 
French trunks known the world over fo; 
their distinguished quality. 


rv Ay” to $8 / 
$45.50 


to 


seventh Gallery, New Building 


Limited number of full-size, cushion-top 
wardrobe trunks, vulcanized fibre covered. 
lined with pale green, nine hangers, hat box. 
three drawers, laundry bag. 


Fibre-covered steamer trunks, $25.50 to 


Fibre-covered dress trunks, $27 to $48. 
Army lockers, $9 


_ Excellent for boarding school use. 
ited quantity only. 
Khaki-colored, fibre-covered, one tray. 


Louis Vuitton trunles 


Special 


$32.50. 


| ; | im- 
Practically everlasting. 
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LOCKED OUT 
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ARE 


clenece AMionitor 
New L)flice 


seventy-five 
the 
LL50 


Company, a 


(‘hristian 
its Western 


TOLEDO, Onio 


employees 


Special to The 
from 
hun- 
Willys-Over- 
Klec- 


subsidiary, 


ired ol 


land Company and of the 
tro-Auto-Lite 
were locked out yesterday, after they 
schedule, 
A. 


Overland 


had violated a new work 


Clarence 
the 
Company, announced that none would 


effective on Monday. 


vice-president of 


be taken back unless they agreed to 
work 48 hours a week, 

Under the new schedule, a 45-hour 
was raised three hotirs by -ex- 
tending the time 36 minutes five days a 
week, Saturday day work remaining 
five hours. 

No violence 
plant. About 
L550 Auto-Lite 
work. 

seven 


was offered at either 
4000 Overland men and 
employees remain at 


hundred men struck out of 
at the Ford plate-glass 
works late vesterday. 


Imployees Walk Out in Sympathy 

KELMIRA, New York-—-Large groups 
of employees of the” Willys-Morrow 
Manufacturing Company walked out 
vesterday in sympathy with the de- 
mands made by the Willys-Overland 
employees in Toledo and Elyria, Ohio, 
for a 44-hour instead of 48-hour week. 
According to the company 700 of the 
{000 employees quit work. 


BURLESON RATES 
UPHELD FOR A TIME 


WASHINGTON, District of Columbia 
A, Burleson, United States Post- 
master-General, was given authority in 
an order issued yesterday by the Su- 
increased tele- 


~ 
o . 


preme Court to collect 


of appeals brought bv the 
government from federal court decrees 
enjoining him from putting his new 
into effect in that State. 


CANAL TRAFFIC DELAYED 

PANAMA, Republic of Panama—The 
strike stevedoves and laborers at 
the coaling plant at the Atlantic 
terminus of the Panama Canal c n- 
,fhe strikers are demanding 
wages at the rate of 40 cents per hour, 
While the government is offering half 
that amount. Nine ships are held up 
at Cristobal! The government. has 
transferred 200 laborers from the 


of 


| Pacific end of the Canal to the strike 


district.. 


the | 


as rapidiv as detach- | 


Con. | 


‘their 


‘ternational 


sympathy 


»strike, 


LABOR BODY WHICH 
RELIES ON BALLOT 
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Union Acts Through Socialist 


Labor 
Scale—Argues With Stnkers 
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DETROIT, Michigan 
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Party —- No Wage’ 
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Monitor | 


lis 


to be generally known in this country | 


about the so-called “Detroit Branch of 
the I. W. W.,” that small group which 


see its needs, but our next 


parted from the Industrial Workers of | 
the World in 1908 because it insisted | 


means to 
W. goal, 


of political 
W. 


the 
the 


use 
common il. 


upon 
attain 


: : ope 
Workers International Industrial |¢... 


We 
but 


confine our 
naturaliy 


to use it. 
many 


poiitics HAYWOOD SHELVED 


to no party, ol es 
our members are Socialists, as we all BY | W VW VIEMBERS 


private ownership 
is contrary 

Membership is 
or child—any- 


must believe that 
of public necessities 
sound economics. 
tO man, woman, 
one who Yabors.” 


No Wage Scale 
“720 WV. & hk OU 
scale of for 
this is cared for by the labor unions 
However, we are not in sympathy with 
the American Federation of Labor. It 
of the in the 
We give the employer credit 


makes no Ware or 


wace its members. but 


one greatest trusts 


worlhkd 


for being close enough to Labor to 


task is to 
heed these needs. Our 


We sean thor- 


force him to 
remedy is the ballot. 


‘oughly the record of every man who 


while the Haywood followers, throw- | 


‘ing overboard political action, staked 
indus-. 


on revolutionary 
The Detroit faction 


hopes 
trial means. re- 


‘all legislation constantly. 


| Labor. 


tains a name somewhat similar to the | 


original parent title, the Workers In- 
Industrial Union, and 
there is much in common between,the 
two organizations. 

The revolutionary faction entirely 
outstripped and overshadowed _ the 
group which held on to the original 
1. W. W. stand for political action. 
The Detroit group, however, has con- 
tinued its activities. It is closely in 
with the Socialist Labor 
Party which expresses its views polit- 
ically. That to say, the Workers 
International Industrial Union is a 
Labor union working politically 
through the Socialist Labor Party. 


Methods of Industrial Union 


The plan of organization and 
methods of the Workers International 
Industrial Union bas been outlined by 
H. Richter, general secretary-treas- 
urer of the W. I. I. U. here. 

The Workers International Indus- 
trial Union, he says, dates back to the 
convention of 1905, but the split be- 
tween this and the Industrial Work- 
ers of the World really came in 1908, 
when the latter organization aban- 
doned politics as a,means toward their 
industrial end and adopted more radi- 
cal means. It was then that the In- 
dustrial Union Kept on 
path of remedial politics and the two 
branches have never since had a com- 
mon meeting ground. 

“Although we are not as widely 
known as the I. W. W.,” Mr. Richter 
further states, “we are constantly 
growing. Our methods do not lend 
themselves to publicity, although we 
do not discourage it. At present we 
have between 20,000 and 20,000 mem- 
bers in the United -States, and our 
ereatest task thus far has been to 
that every man casts his vote in 
direction of his best interests as 


is 


see 
the 
a laborer. | 

“Like all industrial organizations, 
our branches, the strongest 
in Detroit, is that of the 
automobile workers. In the east we 
are strong among textile workers. 
Educatéon is our watchword. We con- 
tinually urge the members not to 
as every strike creates a sen- 
timent against Labor, regardless of 
how just the grounds. It is capital 
for the employer, and he never fails 
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RARE MODEL FROCKS 
At a Moderate Outlay = 


the secret is—-the Maxon Model Gown Shop! 


lor 
original 


example, 


Model 


find here 
about $49. 


a $100 
Or a 


you will 
Gown at 


smart original Model. Cape at $59 for which 


you would probably pay at least $125 else- 


The 


where. 


wholly of 


An exceptional collection, now, of Model 
Cowns, Wraps, Suits and Sport Clothes. 
L_uxurious, novel fabrics. 
Rarely two alike! 
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the original 


aspires to public office and support or 
fight him as a unit. Our agents watch 
All we ask 
is that Capital obey the same laws as 
That would settle the entire 
employer and employee question if the 
fame laws are enforced for both. 


“In our headquarters we _ have 


i bers 


agents always ready to hurry to any | 


American 
indusiria! 


Strike. Contrary to the 
Federation of Labor and 
Workers of the World policies, 
argue with the strikers, not with the 
employers. In this manner we have 
nipped in the bud what would 
been some of the greatest tie-ups the 
country has ever seen. 

“It iS at these strikes that we have 
built up our greatest following. 
the I. W. W. agents are preaching 


violence, our representatives call the | 


Strikers together and lecture to them 
along the lines of education, and invite 
them into our organization, promising 
them our strength as a law-abiding 


organization to fight their case politi- | 


cally. The results have been surpris- 
ingly good.” 

The Workers International Indus- 
trial Union admits that it supports 
the Bolshevist platform. It claims that 
the Bolsheviki are on basic - ground 
and that their cause will spread about 
the world in spite of any measures 
which can be adopted for its suppres- 
sion. 


POSTAL RECEIPTS 
SHOW AN INCREASE 


we. 
the 
land 


have | 


: Pietro 
While | 


Tenure of Office Shortened by 
Are. 


Conv ention — Prisoners 


Accorded Representation 


CHICAGO. Illinois 
of the I. W. W 
Chictazo was n 
the police federa 
tectives and represent 
United States Ds 
are Keeping in 
delegates 

The 
no man 
a paid official in 
more than two co! 
would prevent William -D 
from holding offi f he were 
from prisor Haywood w; 
treasurer for tive 
that some of 
regard Hay 
suited for a leader of 
tion, even if 4 

Radical speeches and att: 
government are being held in 
ence at the convention, on account 
close surveillance the nolice 
federd! but radical and 
revolutionary literature is sold openly 
at the convention hall. 

The convention vesterday seated 
Negra, one of the 93 Il. W. W 
in the Court here 
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officers: 


convicted Federal! 


last fall for violation of the Espionage 
Act. now out on bond pending review 
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of the case, as a delegate representing 
the I. W. W. members in the Leaven- 
worth penitentiary. ° 

According to reports of I. W. W. of- 
ficers made at the meeting, the or- 
ganization has 25,000 paid-up mem- 
bers, and about 10,000 who are in 
arrears. The I. W. W. was reported 
active-in the oil fields of Mexico and 
in Canada. 
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MINIMUM WAGE DEMAND 


United Science 


Press via The Christian 
Monitor Leased Wires 

ST. PAUL, Minnesota—A minimum 
wage of $15 a week for women and 
girls in St. Paul, Minneapolis and 
Duluth, and a state-wide minimum of 
$13.33 weekly for women, girls and 
boys was demanded here yesterday by 
Miss Eliza Evans, secretary of the 


WASHINGTON, District of Columbia| yinnesota Minimum Wage Commis- 
—From Jan. 1 to April 30, receifRs of; sion, who said she based her figures 


the 50 largest United States 
offices, yielding about one-half of.the 


total postal revenue, showed an in- 
crease of more than 9 per cent, 
compared with the 
period last vear. 
showed an increase of nearly 14 per 
cent. 

Postmaster-General Burleson claims 
that this record verifies the opinion 
expressed by him two months ago that 


; 


corvaninneian | Specially for The Christian Sclence Monitor 
Receipts for April | 
|couraging outlook in the labor mar- 
| ket since the middle of April is noted 
| by the state public employment office 
‘in this city. 


post;on government statistics on the cost 


of living. 


BETTER DEMAND FOR LABOR 


BOSTON, Massachusetts —An  en- 


The increase in the de- 
mand for help for the month was 36 


the country was on “the threshold of | per cent over the March demand. The 


a period of 
prosperity.” 


pronounced industrial | 


number of positions reported ‘filled 
showed an increase of 16 per cent. 
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serv- 
ants are so hard to get and 


wonderful, labor-saving FEDERAL Electric Washer will go a long ways 
in simplifying your housekeeping prcblem. Help is more disposed to remain 
loyal to the woman who has the foresight and good judgment to provide a 
FEDERAL. Besides, by taking advantage of this special offer now, you get 
this magnificent mahogany finished Floor Lamp and Silk Shade Free. 
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GIRL STUDENTS HELP 


TO CLEAN UP CAMPUS 


‘begin at home. As for internationai 
justice, little. he said. could be done 
to establish that unless nations esta)- 


at the foot of the roll of the division. | 


| deputy commissioner of education wil), 
Lustily as were the marchers’! 


eT ASKED FO however, be appointed to devote org, 
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by 
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Political Wisdom 
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DPhristian Science Monitor 
BMastern News Office 
, New York—An appeal 
of the Omsk govern- 
o the American and 
as been issued by 
91, vice-chairman of 
y Association of the Rus-. 
an 1 Navy Officers in the' 
fa 
| Brasol claims that all | 
hevist forces in Russia, 
exceptions, are united un- 
Kolehak. He says the 
ces have suppressed the 
oe ghout Siberia, and set. 
government with strong) 
branches all through. 
Pixs Seven River region. 
- Braso! believes it no, 
Dt » to cling to a policy of 
th regard to Russia, con- 
| er possible to display | 
rence toward the un- 
rings of a great nation, 
ing for its liberty, for 
stence; nor is it longer: 
eject Admiral Kolchak's | 
basis of the theory 
‘ator, that he was not 
Reopic through regular | 
* methods.” | 
: two practical ways of. 
Omsk inovernment, the | 
‘Ss; either by rec ognizing | 
6 all-Russian provisional | | 
r by sending to it Amer- | 
no longer needed by! 
ti Army. Recognition, | 
Hd automatically weaken | 
at rule everywhere, and 
& pro-German propa. | 
t Siberia. 
Russian Government, if 
y the Allies, will be duty 
ort the decisions of the 
*. Should the Allies 
nize the Omsk egov- 
the treaty has been 
not expect the Omak 
6 follow and support the 
ed by the Entente 
fOgnition of the Omsk 
not a matter of politi cal 
» litical, wisdom.’ 
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American | | 


| all schools. 


service as 


| entire attention to the cause of Ameri- | 


| canization anc to assisting the ae 
authorities to abolish illiteracy. 


The state commission will have ine | 


pCrowd Records Riabien by Mult- | 


crowds 


tudes Gathered to See Troops: 


| bounds. 


Marching in Parade Which 


duty of organizing the entire State! 
into supervisory districts for the pur- 
pose of providing state supervision of | 


The local school authori- | | 


ties have the privilege of nominating 


superintendents of their schools, bu! 


the state board does the actual 


! 
' 


ap~ | 


pointing of them. The State will be. 
divided into upward of 60 school dis-- 
tricts, with a superintendent in charge | 


of each. 


TOWNS APPEAL 
FOR CAR SERVICE, 


Resumption on Discontinued Lines 
in Western Massachusetts 
Urged at Conference 


ee ee —_ 


Special to The Christian Science Monitor 


SPRINGFIELD, Massachusetts 
Conditions that have led to the dis- 
continuance of trolley lines through 
sparsely settled gistricts were re- 
viewed, and suggestions whereby serv- 
ice on’ such lines may be given by 
virtual community operation were 
outlined on Monday in a conference 
at Westfield between offic “rt of the 
Berkshire Street Railway Company, 
owned by the New York, New Haven 
& Hartford Railroad under special 
legislative authority, and 
tives of the several towns along the 
line of the Lee-Huntington electri 


_s 


line, which the towns in question seek | “i 
| orderliness, 


to have put into operation. 

Lucius S. Storrs, vice-president of 
the Berkshire company, of which sys- 
tem the Lee-Huntington line is a part, 
told those present, including officers 
of the Springfield Chamber of Com- 
‘merce, that the Berkshire company is 
quite willing to inaugurate service on 
the line, but it muat first be assured 
of the full coat of operation of such 
may be required, together 
fund asufficient to place the 


with a 


‘trackage in shape for safe operation. 


Under the law, said Mr, Storrs, the 


several towns affected can contribule 
up to $1 on each $1000 of their aa-' 


Valuation, bul as this would 
provide only about $6000, 
would have to be forthcoming 
some other source. 
there is precedent for 
this State, instances existing where 
towns have made direct contributions 
to make up losses incurred in operat- 
ing electric Jines, and also one in- 
stance in which a town has given 
money to place street railway track- 
age in shape for operation. 


neared 


ton line, 23.86 miles long and supply- 


the 


money | 
from | 


He asserted that ‘Gens included all nationalities. 
such a step in! 


of 
‘ division, 


customs or the English language, 
| the 
New York was proud. 


the parade were driven the wounded 
representa- | 


/ which 


try. 
The operation of the Lee- Hunting- | 


‘ 71H DIVISION 


Will Long Be 


Special to The Christian Science Monitor 
from its Eastern News Office 
NEW YORK, New York—This city 
yesterday declared a holiday in honor 
its heroes of the seventy-seventh 
“New York’s Own,” 
division is affectionately 


by the multitude who gathered from 


Washington Square to One Hundred | 
Tenth Street on Fifth Avenue to see 


its members marching in a parade 
which will long be memorable as a 
military spectacle. 


At the head rode Maj.-Gen. Robert 


as the. 
character- | 


ized, and crowd records were broken 
Said. during the Liberty 


Alexander, who rose from the ranks) 


and is credited with having 
was needed to change the body of 
men, gathered chiefly from the metro- 
politan district and representing prac- 
tically all nationalities, many even 
with, at that time, but a_ slight) 
acquaintance with either American 
into 
fine oreanization of which 


At the end of 


in autos belonging to members of the 
Women’s Motor Corps. 

The parade was remarkable for its 
a feature the absence of 
has been commented on 


previous parades, though this is not 


saying that both soldiers and the men, 


women, and children on the benches" 
did not enjoy all the pleasantries, the 
viving and takine of which constitute 
so large a feature of such © pageant. 
Salutations and comments were ban- 
died to and fro, and flowers and fruit 
tossed to the marchers served to make 
the day a gala one for all concerned, 

The seventy-seventh division was 
the only one inethe United States! 
Army that was recruitéd = entirely 
from one city, and of all the divisions 
that fought under General Pershing 
none was more democratic Ita 4a 
officers and 112 privates who were 
awarded the Distinguished Service. 


marched in battalion 
formation, 16 abreast, with only four 
feet between the companies, and 
ahead of the column were aarried 10 
red-bordered white flags, each bearing 
about 250 gold stars for the 2356 men 
who gave their lives for theip coun- 

These flags were followed by a 
golden statue of Liberty—the emblem 
of the division. 


The division 


been | : 
responsible for most of the work that | S0me of the paraders got along with 

canes. 
home to Chicago, and to many proved 
an effective lesson as to the lending of. 


| money to the 


all | 


Cause 


| well 


/ money, 


cheered, the greeting given the vari-| 


ous mascots of the division was no. 
less cordial, and as the dogs, for they | 
were chiefly dogs, wended their way 
in military blankets with insignia and 
service stripes, 
often seered 


Newton D. Baker’ United States Sec- 


retary of War, who has just returned | 
Memorable 
Acting Secretary of the Navy; 
Governor of New, York, and the Gov-| 


Franklin D. Roosevelt, | 


from France; 
the 


STOP LYNCHING 


| National Conference in New Y ork. 


the cheering of the 
to know se) 


| Speciat to The ¢ ‘hrigtian Science Monitor , 


Discusses Whether Federal or 


State Laws Should Be Enacted 


from its Kastern News Office 
NEW YORK, New York—Whether | 


| tederal Or state laws should be en- | 


ernor of Kansas, as well as army and | acted to put an end to lynching was 
navy officials, reviewed the procession. | discussed by the National Conference 
on Lynching, which is meeting in this 


Wounded Men March in Chicago 
Special to 
from its Western News Office 
CHICAGO, 
Loan cam- 
about the cost of the war in 
Chicago was given 
yesterday to see what it 
Wounded soldiers from 


paign 


tunity 
cost in men. 


Chicago, 
Those who 
autos,- while 


loan. 
in 


marched for the 
couldn’t march rode 


The spectacle brought the war 


government. 


OPEN OPPOSITION TO 


NEW YORK SENATOR 


| pression of evidence a felony. 


Christian Sctence Monitor 
News Office 


York—The 


Special to The 
from its WBastern 


NEW YORK, New Anti- 


vo | Caer, OR VR v's § ions 
The Christian Science Monifor | hs terday’s sessions. 
‘legislation that was recommended in- 


Illinois—Much has been ' 
' offense 


oppor- | 
has | 


Federal 


making lynching a _ federal 
and providing for congres- 
sional investigating of lynching by the 
Department of Justice. If state legis- 
lation seemed best it was proposed 


cluded 


‘that a model law be drafted giving the 


county 


Saloon League has come out openly in. 


©' | opposition to James W. Wadsworth Jr., 
in) 


Senator from New York. either as a 


candidate for reelection to the United 
States Senate .or any position of 


prominence My New York State, 
of his attitude on the . liquor 
question, A statement issued by 
league saya in part: 

“Tf the primary law ts repealed next 
winter aa will be tried, 
Wadsworth is put over as a candidate 
for reelection to the United States 
Senate by the 
understood, the Anti-Saloon 

serves notice here and now 
that it will advise its constituency 
within that party that not only will 
the cause of prohibition and morality 
and decent popular government be bet- 
ter protected, but that even the ulti- 


in 


League 


of 
‘prosecution of lynchers, 
+: jury to or destruction of property by 


be-. 


the | 
and Senator) 


methods which are so° 
him by the Constitution of the 


‘mate welfare of the Republican Party | 


if that be their 
wil! be better served by the elec- 
Democrat.” 


itself 
tion, 
tion of a 


ENEMY PRISONERS PAROLED 
Science 
. 


The (Christian 
Leased Wires 
WASHINGTON, District of Columb. 
~Paroles have been granted to 549 


(‘nited T’rexs Via 
\tion tor 


main considera- , 


the military hospitals at Ft. Sheridan Governor 


and Forty-Seventh Street, 


‘sheriff of any 
/Or chief executive of any city, 
or village. 


power to call out troops, 
remove sheriffs or other peace officers, 
direct attorney-generals to take charge 
of investigation and’ prosecution, and 
to offer rewards for lynchers. 

In case of emergency it was pro- 
posed that similar powers be granted 
to the judge of any court of record, 
county, or the mayor 
town, 
Such a model law, it was 
thought, might provide for state-wide 
juries and make attempted intimida- 
tion of witnesses or attempted sup- 
Other 
recommendations were that the 
be made liable in fixed 
amounts to the dependents or legal 
heirs of persons lynched, 
lynching, also for the 
also that in- 
members of a mob be made a felony. 
Enforcement of such legislation was 
also discussed, including investiga- 
tions of lynchings and publicity. 

Charlies Evans Hughes was amone 
the speakers and declared that justice 
in the United States is not to be 
bought and that the Negro who has 
proved his bravery and loyalty to the 
institutions of the country in the war 
shoukl have the rights guaranteed 
country, 

Mr. Hughes characterized lynching, 
where processes of justice are avail- 
able, as a deplorable sign of a revolt 
against justice as such and as murder 
of the foulest sort. Referring to the 
formal statement in the League of! 
Nations Covenant that the well-being 
and developmeit of backward peoples 
is the most sacred trust of civilization, 
Mr. Hughes said that that duty should 


lished strongly and securely the’ 
‘foundations of justice within their 
own borders. 

Mr. Hughes also spoke emphatically 
in favor Of free speech and a free 
‘press, saying that little could be ac- 
complished for democracy by stifling 
the organs of democracy. 


WARSAW CITIZENS 
CHEER AMERICANS, 


WASHINGTON, District of Columbia 
~-Hugh Gibson, United States Min- | 
ister at Warsaw. cabled the State De- 
partment yesterday that for the first 
time since 1791, the Polish national | 
holiday was celebrated in Warsaw on. 
Friday in the presence of high offi- 
cials of the Republic. 

About 40,000 people participated. 
There were repeated demonstrations |, 
in front of the hotel where the United 
States Minister lives. the crowds 
cheering President Wilson and the 
people of the United States. 


Mc Cutcheon’s 


Italian and Japanese 
Linens 


Special to The Chrmstian > 
DURHAM: New Hampshire 
ing a stream of water from 
to the athletic fleld, erecting (wo 
‘for the bleachers, rebuilding a ‘awn 
demolished by the student army « 
‘and « learing a large section of 
from thick underbrush. compri 
“ome of the work ai ee hy 
New Hampshire College student 
and faculty in their efforts to improve 
the campus on the third annual New 
Hampshire Day on Monday. 
Although the girls. for the mos 
part. occupied themselves in preparing 
the midday meal, about 30 of them 
elected do manual labor instead. 
and labored with rake and shovel in 
the various enterprises \ crew of IS 
of them. under tion of Mr 
Batchelder of ing de 
partment, made the unit Jleacher 
for the athletic field All of 
girls take woodworking one 
their regular college sabje: and 
-expert carpenters 
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Siciliang Luncheon Set 

of 25 pieces $//0 Set 

Set of 37 pieces $/47.50 
EVERAL shipments of Fancy Linens for dining 


room and bed room have just been received from Italy. 
Among them many choice pieces suitable for Wedding 


between Connecticut | 
Vallev and Berkshire County, ad- | 
mittediy important not only to the) 
communities it passes through. but to! 
the surrounding territory. It was! 
‘built under legislation obtained in 
'1910. authorizing the New Haven rail- 
road to acquire the Berkshire com- 
Pany and to construct additions to that 
ianie!s has cabled the property. At the time the road was 
ment from abroad direct- built it was realized that it would 
ments be pressed with not for a time be profitable, but it was 
Pme Situation as regards felt that it would serve to develop 
¥ “acute that every en- industry, agriculture. and summer 
, be made to obtain homes to a point where it eventually 
ments as possible un- would pay. and in the interval 
losses would be met from the profits 
of the system as a whole. 


BOSTON-ATLANTA AIR 
MAIL LINE PROPOSED 
Monitor ¢ GENS 


New Tp ems iA! 


¢ rT 
_ 


K, New eee’ eaniing Blink In front of the Public Library, rep- 
re of men for the United 
“according to Franklin D. 
ieting Secretary of the 
lelegraphed yesterday to 
oOmmander D. P. Wicker- 
large of recruiting here. 
ph is Campaign for enlisi- 

W@gram said in part: 


resentatives of the 489 draft boards enemy prisoners in the United States 
of the city deposited wreaths of honor’ since the armistice was signed. 


. Gia 


Tea and Luncheon Cloths from one to one and a half yards 


Square $10.50 to 55.00 each. 
Napkins 14 x 14 inches square $18.00 to 50.00 dozen. 


Scarfs for Sideboards and Serving J ables, also Chiffonier and 
Dressing Table covers in styles that are different and unusual 


$4.50 to 75.00 each. 
Luncheon Sets both in square and oblong shapes in a beautiful 
range of patterns. 25 piece square sets $23.50 to 95.00 Set. 
Oblong Sets have 12 mats and table runner. $31.50 to 86.50 Set. 
Sicilian Oblong Sets, | Doz. Mats and 20 x 54 in. Runner 
$152.50 
Mats and 20x 60 in. Runner 
$167.50 


Furs of Fashion ¢ 


For the Spring and 
Summer Wear 


Cold 
Storage 
for Furs 


efficient System 
ulmost Protection 


_fackioneE 


BOSTON 
161 Tremont 8t. 
Phone 1901-1902 Beach 


et 


BROOKLYN,'N. Y. 


Dry 
Cold Storage 
For Furs 


NE of the most notable achieve- 
() ments in refrigeration of re- 
cent times is the great Loeser Cold 
Storage plant. 


It is as nearly perfect as every 
scientific device, every safeguard 
from fire can make it; it has housed 
safely millions of dollars in Furs. 
Rugs and Clothing for several sea- 
sons, and its rates for a season are 
inexpénsively low. 
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Sicilian Oblong Sels, | Doz. 
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ARD TAKES 
GE OF SCHOOLS 
eristian. Scien: 
, New hire ; 
1¢ W educational commis- 
| by the Legislature and 
“Gov. John H. Bartle: 


; of Carrying out -4 
_ Americanization and 


We have also received a shipment of fire Japanese Mosaic work 
many months delayed by reason of the embargo. ‘These are offered 
at old prices. 


Tea Cloths in three designs with Napkins to match 36x36 
inches $7.50, 45x45 inches $12.00, 54x54 inches $16.50 each. 
14x14 inch Napkins $10.00 per dozen. 

Scarfs 20x 36 in. $3./ 73, 20x45 in. $4.25, 20x54 in. $4.75, 
20263 wm. $35.25. ~ 

Tea Cloths 36x36 in. two designs $5, 50. Napkins 14x14 in. 
to match $7.50 doz. 


“hristian Science Monitor 


“om Southern News (Office 
ATLANTA, Georgia—-The next 
sion of Congress will be asked to ap- 
propriate sufficient funds to. provide 
for establishment of a regular aerial 
) began active work in mail service between the cities of | 
Recs: of the State‘on' Boston and Atlanta, Otto -Praeger. 
me. when the commis-!second assistant Postmaster-General. 
" the first time since the announced here yesterday. He said 
rect. ‘this new route would be operated on 
which the new com- | the Same hasis as the New York and 
‘act is said to be the most ' Chicago service now being operated. 
school legislation so fari Twelve-hour service between Boston 
iy eastern state. It makes and Atlanta, Georgia, was forecast for 
b of the English lan-/the air mail. | 
blishes standards for Mr.’ Praeger also said this route 
1e , and buildings. | possibly would be extended to Tampa, | 
odes teachers and offi- | Florida. or even to Key West. He said 
/ @ducational department the Post Office Department wil! open 
perform their duties, un- | bide on June 7 for a highly stabilized 
until) . otherwise |iype of airplane suitable for making 
An additional long non-stop trips at night. 


————— 
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Just one block from Washington 
St., and near Arch St., is all fin- 
ished, and we cordially invite you 
to come in and see what we believe 
will be one of the finest places wn 
the city to shop. 


MAIL ORDER SERVICE: Any of the merchan- 
dise deséribed or illustrated above may be ordered 
with complete satisfaction thru our Mail Order 
Service. 


James McCutcheon & Co. 


Qur greatly increased floor space Fifth Avenue, 34th and 33d Sts., Nt Y 
allows a larger and more varied 2 
a display of goods than we have 
ga , | ever had before, and will make it 

a very pleasant and simple matter 


How to tea g to find what vou want. 
Credit Loss 
- LONDON HARNESS CO. 


jean Credit Insurance not only provides absolute : | 
60 Kranklin St. (Near Arch St 


tion against abnormal, unexpected credit losses, but | | ) ) — = 
rves to prevent losses. ‘ i : ' VERDELITE 


: trata 
ait 4 
law, 


he board. 


Arg. Trade Mare 


Moth-Pmeet Cedar Chest 


7 .00_S 


CLOTHES 
CLOSET 
That’s what Reefer’s No-Moth ts be- 
cause it makes a moth proof cedar chest of 
any clothes closet. No- Moth A small metal 
frame holding a centainer filled with essence 
of cedar which evaporates through a patented 


Porous cap. 


$1.00 No-Moth 1.00 


No-Moth is the first method ever per- 

fected to give vou the use of pure, fresh, 
strong cedar odor, an ideal moth preventive. A cedar chest costs 
trom RYU to RYO. No Moth makes an entire clothes closet imto 
a cedar chest for Sl. Has onl delightful woodsyv oder of cedar: 
clothes won't carry it. No-Moth saves all trouble of packing, unpack 
ing, airing and pressing. No-Moth protects & whole closet full of 
clothes and woolena. Hany it near the floor on w #mal!l nail Needs 
no attention, Can't harm anything Laate an entire season, 


ORDER NO-MOTH TODAY 


clothes closet, No-Moth is absolutely guaranteed. If vou 
don't find it exactly as represented | will return your money on 
demand. Protect your valuable clothes, furs, and woolens. Please 
use the following form in ordering: 


E. J. RERFER, 2118 GRAND AVE, KANSAS CITY, MO, 


Nem by parcel post prepaid No-Moths. | will gay the postman § 
tor | enpebose $. , it is vnde ratenl that No- Math ix @ bewwelete “ly gRaranteed te 
a> represented and that if | deu’t ted it se ay meney wilh te reftermed on demand 
Sign carefully your tame and street address. Order today. 
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Telephone MAIN 5200 or ee a 
request for our wagon to call for 
your Furs at the 
Fur Storage Oftice, 


» 


Second Floor, 


1s 


Fo nm rly al 176 i) ve sh € ud é fb d ‘ 
} instance In the two and one-half years thai our — ee Ome a Tene 
FOR HOME 


I Service Department has been in operation, it BOSTON 
poeta or OFFICE 
_— \ a 


"pred for our policy-holders over $2,000,000.00 
THE 
NVA LA 7) HE LAMP 
ue 7. VY/’e 
Dress Shields 


giv hohae 
they Pe tiaesl 


> American's Unlimited Policy frequently saves 

er" an amount many times the cost of the 
In any emergency of credit accounts there is 

Teewledes a © strong or so sale. 


facturer sad § volesaler, whatever ‘A sive of "i 


. Our Book "A Billion of Business” proves it 
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Shade 
White 
Inaide 


0 
REFINEMENT 


AND 
SATISFACTION 
SEND POR 


“VERDELITE 
ROOKLET 


FARIES MFG. CO. 
Decatur, U1, U.S.A, 
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aimwars book Hew 
Naiad Diess Shield« 
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When You Need 
FLOWERS 
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he AMERICAN CREDIT- INDEMNITY CO 

“NEW YORK C.M- TREAT . President 

E YA. DAY, General Agent, 19 Congress St. 
—«# B. CLEVELAND, Asst. Gen, Agt. 

t Main 242 BOSTON, MASS, 


_ WILLIAM K. DAVIS, Special Agent 
' Nyrick Bidg., Springfield, Mass. 


Nivie 


there * @ ihe every woman ane 


for every 


tery 


Hold by progressive dealers every where 
Bend for illustrated Price List '00."' 


it Tremont St., Boston 


an few hours’ 


THE C. E. CONOVER CO.,, 
Manufacturers 
101 Franklin Street 


Rotios 


JAX Patent File Wrappers For legal papers 
specifications, contracts, etc., sample with 
prices on request, Desaulniers & Co., Moline, TL 
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rd en Surveys Natu- 
ages of His Country 
n rkable Conditions 
Du ing War Period 


ristian Science Monitor 
— Sir Robert 
one of the most 
| of recent times 
‘conditions prevailing 
1 he is Prime Minis- 
ast in the form of a 
Survey of the re- 
| and financial, of the 
iStitutes at the same 
ric of Canada, whose 
S at heart.. The state- 
ws: 
‘as elsewhere, a new 
. As Canada left her 
War, so has the war left 
Canada. The sobering 
‘of a great place in the 
and the influence of 
a of nadians who have 
art, must affect in no 
‘the spirit of the Ca- 


HH 


‘and shape the destiny. 


« 
>, i. 
tue 


the world is there a 
lavishly endowed with 
of mature; nowhere iis 
‘opportunity for build- 
‘Ration. Canada’s first 
nh enormous area of fer- 
lich only a fraction has 
brought under cultiva- 
| past three vears, under 
Wf war conditions, the 
ivated crops has been 
000,000 acres, and it is 
at this enlarged area 
ned and advanced. 
Winces, where the ma- 
fTmers have in the past 
Pfforts largely to the 
wheat and the coarser 
jas been a marked de- 
he live-stock industry. 
fc r years the number 
Mada has increased by 
‘per cent, horses by 25 
s by more than 20 per 
p by more, than 40 per 
pr the development of 


¥ 


re that immigration is | 


e. 
Wision for the settle- 
of men who have served 


“ten 1M | 


and allied armies, 


n ed by the legislative 
i@ assistance proposed 
racter and the suc- 
las attended the _ pro- 
r early operation gives 
cellent permanent re- 
hgements for demobili- 
atriation are very thor- 
plete. Disabled soldiers 
Pneace in new vocations 
ander liberal conditions 


ae Ss 


aa: Hity of education and | 


} ible avocations. Such 
Mink specially prepared 


who wish to engare | 


who have little 


01 experience. 
Resources 

19 possesses almost 
resources of mineral! 
T r Vast forests she has 
ediy wasteful; and the 
‘the Canadians engaged 
Ork during the war will 
ence in the adoption of 
and effective methods of 
) There are vast areas 
Buitable for agriculture, 
4 pted for vielding not 
© a periodical crop of 


or 


in- 


1 capable of perpetual |tween Field Marshal von Hindenburg 


Wise management. An- 


wurce of wealth is in the 


ni bank fisheries on the berg, in the course of which von Hin- 
Pa ific and the inland | denburg is quoted as saying: “Honesty 


} FROM WAR 


In| 


| fisheries of the Great Lakes. This in- | compels me to assure you that, so far 


_dustry‘is capable of extensive develop-|as my innermost feelings are 
the advent of the motor | cerned, 


‘ment and 


con- 
I have remained unchanged 


boat in the coast and river fisheries through all the changes which have 


enables a steady supply of fish to be 
‘maintained at all seasons and thus 
/insures a regular market. 

| “Another great Canadian asset is the 
| supply of water power afforded by her 
|great rivers and lakes. This asset has 
already been considerably developed, 
especially in the provinces of Ontario 
‘and Quebec. It lends itself to the de- 
‘velopment not only of manufacturing 
industries, but of agriculture. Con- 
ducted to the rural districts by great 
| distributing lines,. it is employed on 


‘ 
’ 
’ 


} 


' satisfaction 


| 


; 


; 
' 


‘the farms in many useful services. , 


| The opportunity which it gives for 
industrial devélopment is almost be- 
yond imagination. On the River 5t. 
| Lawrence alone between Lake Ontario 
and Montreal it is estimated that 
Canada has the opportunity of de- 
veloping 2,500,000 horsepower. 
Canadians’ Resourcefulness 

“In addition, there is also in Can- 
,ada, especially in the eastern prov- 
inces, a great industrial development 
which far surpasses the preconceived 
ideas of those who have not attentively 


‘monarchy and 


Army. 


in Germany since last 
I am not in real sympathy 


taken place 
November. 
with the new régime. 
reluctance and, indeed, with distaste, 
that I have retained my position in the 
army. 
faction. It will not yield me any more 
in, the future. I have 
only consented to serve the new gov- 
ernment to a certain extent to prevent 
disorder and anarchy, and to help the 
peaceful transition from war bo peace 
conditions. ' 
“In my am true to the 
to the old Prussian 
régime. [ shall always 
old feelings of loyalty. I disapprove 
of soldiers’ councils, and of the effect 
which they have had in the German 
With all this, I shall not take 


heart, | 


any part in any counter-revolutionary 
/movement, nor shall I encourage any 
Of my friends to make any attempt to 


overthrow 
ernmernt. 


/ . “er 
| studied the progress of our Dominion. 


|The resourcefulness of the Canadian 
| people was never shown to greater ad- 


‘vantage than in the quick adaptation | 


-of their manufacturing facilities to the 
.production of munitions and equip- 
‘ment during the war. The effort and 
‘its success gave to the manufacturers 
of Canada. both employers and em- 
ployed, a self-confidence and self-re- 
‘liance which will be an asset of in- 
, estimable value. | 

“It is the purpose of the Canadian 


: 
: 


by force the present gov- 
As soon as possible, I shall 
withdraw into complete retirement.” 


GERMANS STILL IN 
SPANISH MOROCCO 


Monitor 
Morocco 


The Christian Science special 


correspondent in 


TANGIER, Moroc¢co—It 


By 


is stated in 


the French press that information has | 


source 
the 


been from a reliable 


still 


received 


that there are Germans, to 


i , . , 
'number of 20, in the neighborhood of 


Atzila, Larache, and El K’sar. There 


seems to have been some controversy 


Government to bring the resources and | 
tion of the French and Spanish press, ing a capacity to attain the maximum 


capabilities of Canada more fully to 
‘thie attention of the people of the 
‘United Kingdom and other European 
| countries. 
our productions are understood very 
}imperfectly on this side of the At- 
\lantic, and as the purchasing power 
lof the Canadian people is very great 
‘there is excellent opportunity 
-inereased trade in both 


on this point between a certain sec- 


the latter having claimed that there 


/Was not a single German left in these 


The variety and extent of | 


| 


‘country 


for | 
directions. | 


The Canadian Trade Mission has re- | 


‘cently been est 
i der the direction of Mr. Lloyd Harris, 
‘a business man of great experience 
and keen insight, who sees great op- 
for development of 
tritish Empire. 


| portunity 
'within the 
Her Financial Burdens 

| “Naturally the financial burdens im- 
posed upon the people of Canada by 
the war are very great, but they are 
(relatively inconsiderable compared 
'with the resources of the country. The 
‘raising of larger revenues through 
‘the imposition of heavier taxation has 
| become necessary and new sources 
jhave already been found and -new 
‘methods devised. Measures must 


ablished in London un-. 


' 


trade | 
| fact, 


parts owing to the action of the Span- 
ish Governmént, which had publicly 
proclaimed its decision to purge the 
of this undesirable element, 
there having been a complete change 
in policy in regard to the Spanish zone 
during the last few months. 

The French press rather sarcas- 
tically observes that this is a most 
interesting avowal concerning the ac- 
tion of Spain during the preceding 
period of the war, but, as a matter of 
with verv rare exceptions. the 


Germans who were told off by Ratibor 


’ 


| 


| children. 


and Kalle to serve in the Spanish zone 
at the commencement of hostilities. 
and who were officers in the German 
Army, are still at the posts assigned 
them. Very few Germans have 
Larache besides those for whom, for 
some reason, the German Governmen! 
had no more use, and the-women and 
By vielding. apparently, to 


' the demands of the Allies, the Spanisn 


be, 


avoided which would deter intending ' 


‘immigrants or drive away Capital, for 
Canada needs both. 

_ “During the war 
differences of opinion 
tions of our population as to the ex- 
tent to which Canada should devote 
; her effort to the allied caus: We hud 
us iittie materia! interest in the out 
come of the struecle as any country 
in the world, but the great majority 
of the people conceived the cause to 
be so supreme that no effort could be 
,counted too ereat These<differences 
of opinion will not leave any abiding 
‘division among our people A new 
‘spirit of national self-consciousness 
has been awakened.” 
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there have 


between sec- 


i 


LOYALTY TO GERMANY 


The Chrf tian Science Monitor 
BERLIN, Germany (via Amsterdam) 
~The German papers recently pub 


lished an account of an interview bi 


Special to 


and a journalist of the Majority So 


Cialist Party who visited him at Brom 
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n Save Money 


This is not 


e statement, but an actual fact. 
d by dependable merchandise 


nade possible by 
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MAY SALE 


HOUSEHOLD LINENS 
NOW IN PROGRESS 
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nen Damask Napkins 
‘+ ueported designs, Napkins os oboe 
Size 22x22 ins. Sale price $7.75 dozen 


Rain oak ee tas 


No. 935 B 
Acanthus 
Foliage and 
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Design. 
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It is only with! 


My work yields me no satis- | 


retain my | 
Kingdom, revealed the vastness of the. 


left | 
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BRITISH RAILWAYS 
TO BE ELECTRIFIED 


There Seems to Be 


At Present 
| No Certainty Regarding 


| Feasibility of the Scheme 


Special to The Christian Science Monitor 

LONDON, England—wThe announce- 
,ment recently made if the House of 
| Commons by dir Eric Geddes that it 
/was the intention of the government to 


| broceed, as soon as it had the neces- 


i 
f 
i 
| 


|Sary powers, to the electrification of | 


the main railway lines in the United 


government schemes for eliminating 
waste and uneconomical working from 


\the national transport of the future. | 
wide- | 
many | 
‘branches of industrial ‘activity, a rep- | 
resentative of The Christian Science | 
' Monitor sought the opinion of railway f 


such 
sO 


involves 
in 


| As 
sweeping 


this project 
changes 


‘men and electrical interests alike on 
‘the matter. 


‘the scheme, partly owing to the fact 


that very little data apparently exists | 


‘upon which to found an estimate of 


|the probable cost of such a vast under- | 


itaking. Up to date the few local elec- 
trified railways in and around London 
‘and. certain short distance 
‘lines provide the only precedent 
ithe United Kingdom. 


' Problems to Be Solved 


| The requirements of a local line of 
this kind are vastly different from 
those of a main line. 
frequent stops are demanded, 


in 


involv- 


speed in a short distance, and to pull 
up the train in a similar short stretch. 
(In the other case, the capacity to 
/maintain a high speed for a long time 
lis the first requisite, and this is an 
engineering problem of the first mag- 
nitude, which has not vet been solved. 


On neither side was there | 
‘any certainty as to the feasibility of | 


colliery | 


In the one case | 


electric traction. The source of the 
motive power, in the case of steam- 
driven trains, must necessarily be car- 
ried with the train, and this takes up 
room, involves the use of more trucks, 
adds to the weight of the train, and 
runs up the cost of working. These 
considerations are quite apart from 
the fact that the coal must be hauled 
from the pits to the railway coal 
storage depots. Once coal is dis- 
pensed with as a source of motive 
power, the cost of carrying the fuel 
is more or less eliminated, it is pointed 
out, for it will be possible to erect 
large power stations near the coal 
pits. On the other hand, even if a 
good deal of the cost of running is 
thereby eliminated, the fact is not 
overlooked that the initial cost of Jay- 
ing down the necessary cables to 
carry electric current at high tension 
will not be small. 


authority on railway matters, 
value of the rolling stock of the 200 


that stage of development, and 
electric traction would involve the 
‘scrapping of a large amount of roll- 
ing stock. 
outlay required can be gained by ref- 
erence to the Central London Railway, 
seven miles long, and containing 15 
miles of single line. The capital out- 
lay was £4,406,000, and of this amount 
| =£3,500.000 was expended on the track 
itself. The rolling stock entailed an 
expenditure of £378,000, and 
power stations £305,000. 

' High-Speed Haulage 

Whatever the cost may be, those in 
‘favor of the electrification of the rail- 
Ways of the country urge that it will 
be more than compensated by the de- 
‘velopment that will accrue to. the 


pow ; 
,It is contended that the railway lines 


mainly a financial one. 
hand, 
services, the chief diffculty is to de- 
sign an electric locomotive which can 
Tival 
locomotive, either in performance or, 
‘cost of working, and as a matter of. 
According to figures supplied by an/fact, he believes, nearly all the engi- 
the | neering problems that have arisen 
| ting _0 ds | from high-speed haulage have yet to 
railway companies in the United King-| pe solved by the electrical engineer 
dom was £143,000,000 at the end of | pefore ; 
1913. It has taken 70 years to reach | Kingdom 


the | ; ge 
first time in its history, will soon have 


| measure™~ the 


districts throuzh which the lines pass. | 
of the provinces from the absence of 


and that by the use of them districts 


can be served with electricity for 


lighting and power, both domestic and’ 


industrial, at a much cheaper rate 
than they could obtain coal and gas 
for the same purposes. The valuable 
by-products that are obtained in the 
distillation of coal have, however, a 
_great bearing on the question of 
whether it is justifiable to supplan’ 


the use of coal and gas by that of 


electricity. 
A competent railway engineer gives 


it as his opinion that suburban rail- 


way electrification has ceased to be an 
engineering problem and has become 
On the other 


in the case of fast passenger 


the express passenger steam 


United 
He fur- 


the railways of the 
can be electrified. 


tO ther adds that the electrical haulage 
make a sudden change from steam lO/ of fast goods traffic is the most prom- 
ising field, after the suburban traffic. 


but he requires better draw-gear for 


Some idea of the initial | wagons employed on that service, as 
their weakness reduces the possible 


tonnage of trains on the gradients. 


CANADIAN BANKRUPTCY BILL 
Special to The Christian Science Monitor 
from its Canadian News (Office 
OTTAWA, Ontario—Canada, for the 
a federal bankruptcy bill which is 
.more or less based upon the English 
Bankruptcy Act. In introducing the 
Hon. Hugh Guthrie, 
_solicitor-general, said that the subject 


'of bankruptcy and insolvency had been 
‘especially left within the jurisdiction 


by the 
Several 


of the federal government 
British North American Act. 


‘are the most direct and convenient/a federal law had passed bankruptcy 


| routes for the installation of the 


legislation which he thought would 


ALLIED CONGRESS OF 
AUTOMOBILE. TRADE 


am T hie “Hh ria? an 


By special! corresponden 
Science Monit 
PARIS, France—The general con- 
gress of the Inter-Allied Automobile 
Industry finished up enveloped in the 
same mystery which had shrouded it 
from the beginning. The communica- 
tion given to the press does not throw 
much light upon it. It announces 
that very important decisions have 
been taken in the interests of the con- 
structors, but the interests of the cus- 
tomers to have been forvrotten. 
The congress has decided to create 
a permanent office in Paris, which will 
study all questions having a common 
interest for French and allied con- 
structors. This permanent office will 
first undertake to standardize all the 
Various parts of automobiles, so that 
owners of cars of all kinds and from 
all countries may be able obtain 
what they need, no matter where they 
may be. This certainly seems a prac- 
tical decision 
The successive 
mobiles for the coming year 
as follows: October. Paris: 
ber, London; December, 
January, New York; February, 


seem 


© 


of auto- 
wiil be 
Novem- 
Brussels; 
Chi- 


exhibitions 


, Caso. 


It is hoped that the rate of taxation 
will be reduced, and that the taxes 
may be employed for the up-keep of 
the roads. 

The new rate of customhouse duties 
was also discussed, and French manu 
facture was protected as much as pos- 
sible. This tax, of course, will come 
out of the buyer's pocket. and it 
questioned whether it advisable 
tax foreign-made cars very highly, for 
in that case French motors will also 
be taxed at a high rate and the ex- 
portation of automobiles is of great 
importance to France. 

The Economic Commission of the 
Peace Conference will be informed of 
the desiderata of the automobile in- 
dustry, for there aré still many deli- 
cate questions of great importance to 


is 


is to 


Once a solution is arrived at, there|cables which carry the current from! become null and void after the passing | be decided for the industrial future 


| are several obvious advantages 


in'the power stations to the consumer,! of the act he was introducing. 


lof France. 
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The silk 


tik. point of greatest strain in 
a knicker is at the crotch. That 


is the weakest point in most knickers. 


many seams that come together 


and break under strain. 


knicker that is strongest 
at the point of greaiest strain 


This inset, cut on the bias, also 
gives an extra stretch and play of 
three or four inches in bending and 


walking. 


Smooth, evenly tailored, 


it does away with the discomfort of 


short seams. 


4 


No high, first-floor rent; »» free 
¥; no credit accounts or bad debts: 
~« mean an enormous saving, which 
possible 


It is just there that the Kayser 
““Ttalian”’ Silk knicker is strongest 
It has not a single seam at the crotch. 
Instead there 1s a Marvelfit bias 
inset, its patented feature. 


The Kayser “‘Italian” Silk knicker 


alone has this feature. 


Ask particularly for silk under- 
wear with the Kayser label. Your 


favorite store has it. 


JuLius Kayser & Co. 
New York 
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Imported Hemstitched Mull Spread 


of 1] ra e ¢ (rx . pg ’ 72x108 ins hale price $12 45 
: F : - bot, : , foamy S15 WM) each 


each 


The special inset of the soft Ital- 
jan silk relieves the point of strain. 
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Ask your merchant for 
Common Sense Muslin 
Underwear 


ITALIAN SILK UNDERWEAR 
Joan ae a Man vel fi L 


Sunday School Class Books Registered and patented 


and everything else in printed forms and sta- 
| tionery tor churches. 


‘STEVENS, MALONEY & CO... 
Btationers. Printers and Engravers 
21 Be. La Balle Bt.. CHICAGO | 
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ES OF 
y PUZZLE 


> the Rocdnt Ap-| 


as High Commis- 


; Gener Berenguer, 


| General Jordana | 


1 Science Monitor special 
fent in Spain 


1 »—A moment 
4 and importance in the 


e Spanish zone and its . 


lorocco is approaching, 

: appointed High Com- 

ne al Berenguer, is most 

nc rhned with it. 

Ken a very particular | 
Count de Romanones, | 
e Spanish Government, 


neerning the ex- Sl 
hom he ventured— 


- 


—to defend. This paper. 


Tull accounts of the re-_ 
e a nes of this amazinz 
Murer in recent times, 
. with the Spanish. 
raction,” he took $20,- 
s Bhalary from Spain to 
en . with, and power. 
Vv against, the rebellious 
- assist Spain to bring 
anc reason, Spain find- 
ible to accomplish the 
) his-assistance, and 
sii lieving somewhat 
& in the war, he un- 
ued with the Germans. 
a yed a part of much 
vu ist unscrupulous enter- 
- Was current at one 
/ never denied by any 
t the Spanish Govern- 
for z0o0d reasons, be- 
® with his salary, he 
at unless it 
war against Spain. 


» Fence 


ae , 


ul position appeared | 


tine on the fence until 
cided. and during the 
18. when the German: 
ell, he became particu- 
a ard Spain. Several 
ded that on the face of 
ee tai to have been 
one fails to record any 
s that were those of a 


i to the Spanish inter- | 
ny lost the war the, 
been ) 


| Raisuli has not 
suring; far from that. 
at to expect with the 
it to Morocco recently 
nissioner, and 
the native leaders, 
Bspicuously absent. 
pat ly, when he had the 
der any explanation 
courtesy. 
int de Romanones, ob- 
l@ Was largely respons- 
mo of adopting Raisuli, 
such policy was neces-| 
§ served well. and even 
joes not regard Raisuli 
: a, declaration in the 
| > against Raisuli migh: 
¢ 9 aggravate the genera! 
“© at this most critical 
e history of Spain's ad- 
rocco; but the Premier's 
*t of the Raisuli busi- 
s0me surprise in 
‘on and other circles. It 
' ©Onsidered necessary 
on be done to jus- | 
mulis virtual contemp! 
high commissioner, 
“Succession to General 
eing the last published 
’ | Premier's statement, 
uring. The case now is 
derstood that General 
return to Morocco, 
isit to Madrid and 
the 
| seek out Raisuli and 
understanding with him. 
& before him one of the 
nd difficult tasks of his 
rview,. if it takes place, 
‘emely interesting. The 
j awaited with anxiety. 
bli is creating more 
pulties 
a’s Administration 
ri during which Gen- 
PHAR been in office has 
2. thal, It is possible at 


A. 


of in- | 


The. 


in ’ 


to 


jsioner and other authorities, 
were paid | 


When General Ber-. 


| country 
received . 


nor. 


land 


governmental | 


rr 


| this stage to give some special account 
| of what has taken place since this 
‘fast-rising young 
| succeeded General Jordana at the be- 
| ginning of the year. 
office to fill. General 
have made no success of the Spanish 
‘zone, but it was not altogether 
fault. 
conscientious, but 
by instructions from Madrid, and all 
know how 
policy of one Spanish Government 
after another has been in regard to 
Morocco affairs. When he passed 
away in November there was no haste 


evinced to fill his place. The European» 


| War had just ended, and Spain obvi- 
ously was in some difficulty, for she 
‘was left with much to explain to the 
‘victors, and unpleasant visions loomed 
‘before her. Important changes had 
to be made at once in regard to the 
‘administration of the zone. It was a 
remarkable coincidence that this va- 
eancy should be created just at the 
time of the conclusion of the war and 
the sudden advent of the new crisis. 


Modifying the Administration 

When the vacancy was but 
days old a royal decree was 
making 
gard to the administration in Morocco. 
About the end of January this decree 
was followed by another in which the 
administration of the protectorate 
came under some further consider- 
ation. The royal decree suppressed 
the office of general-in-chief which 
the High Commissioner had hitherto 
‘'discharzed, and it became necessary 
to determine certain matters of mili- 
tary honors and dignity. Therefore 
it was proposed that all the military 
forces of the protectorate and sover- 
eign territories in Morocco should pay 
the Resident-General| and High 
Commissioner the honors that belongs 
to a minister of the Crown; while a 
‘decree of October, 1915, relating 
‘matters of precedence and other 
points of relationship between 
Resident-General and High 


a few 


and the 
should be paid by the 
naval forces, should remain in force, 
Thus was a new arrangement set up 
in detail and with a preliminary re- 
card for nice formalities. Some 
critics would have it that there were 
more important matters to be deter- 
mined than questions of preeedence, 
and that old formulae of Spanish 
dignity hardly needed such careful 
uttention in existing circumstances 
once they did. 


License to Armed Bands 

But in these arrangements it 
not indicated any extent whether 
the same general policy as formerly 
‘was to be pursued in Morocco or fot, 
and the Spanish residents in the 
were uneasy in the matter 
now that a change in the high com- 
missionership was to be made. Gen- 
|eral Jordana, with ali his qualities, 
had pursued a policy toward the big 
native chiefs, and especially Raisulli, 
which was a matter of serious concern 
to the Spanish residents at Larache 
the surrounding country. In 
Many respects the relations of Gen- 
eral Jordana with General Lyautey, 
_the French High Commissioner. were 
excellent. but the latter could hardly 
be pleased at the license that was 
virtually given by the 
ities to the armed 
zone to be as much nuisance to 
French as they pleased. This was 
much conciliation. There was a 
lief, however, that Jordana, after all. 
only carried out the policy of .the 
home government. and that has been 
largely confirmed bv recent state- 
ments. The Spanish residents at 
Larache, however, felt that the situ- 
ation was becoming intolerable and 
addressed a message to the govern- 
ment urgine the seriousness of the 
said State of insecurity in which 
everybody in the Spanish zone existed. 
When the office of High Commissioner 
_became vacant there was 
'the gravest concern as to who should 
be his successor 


honors that 


' 


was 


to 


bands in their 


100 
be- 


POSITIONS FOR BARTENDERS 
to The Christian Monitor 
BRIDGEPORT, Connecticut The 
Brideeport branch of the Salvation 
Army, according to Commandant Wi! 
liam Dermody, roing find em 
ployment for bartenders of work 
after July 1. The Salvation Army wi!! 
open several places for the of 
femperance beverages in the and 
will pay particular attention to «: 
that the bartendere out of employmen: 
‘hecauee of prohibition get work 
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fonretoe 


1 Prime Requisite 


lhe fhirat requirement of a 
shoe i comfort, the second ite 
wearing qualities. A shoe found 
dehecient in either of these funda 
mentals would he a poor! shoe 


mdeed. 


It was with these two cardinal 
leatures in mind that Coward 
devised the ‘(good Sense’ mode}, 
over hfty years ago, and ‘‘Good 
Sense’ has been a leader ever 
since. Its every line spells com 
fert, the toes having perfect free 
dom, while the heel and ankle 
are firmly clasped. 


These are the reasons why 
people secking comfort in thew 
shoes turn naturally to ‘Good 
Sense.” 


Coward 
i> 


James S. 
262.274 Greenwich Si 
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BAGHDAD IS NOW 


statesman-soldier | 


It was a difficult 
Jordana may 


his 
He was an able man and highly | 
he was tied down) 
weak and vacillating the. 


‘doubt 


.on their 


city 


issued | 
important modifications in re-. 
which offered great 


LO | 


the | 
Commis- | 


plates available in Basra, 
of the old 
'used again for 


‘and lowering 


as | 


(to 


‘rose 10 


‘bank are made to swing upstream as 


three 
Spanish author- | 


7 /Gunners at the Gallop 
the | 


naturally’ 


iti, 


! 
and interesting and was well attended | 
by al! the notables and people of! 
Baghdad. The bridge was covered 
with palms and flags which fluttered 
merrily in a strong breeze, and a 
river hospital ship strung all over. 
with bunting wd anchored just below, 
ready to pass through the cut. Gen- 
eral Marshall made a short speech on > 
the right bank and declared the bridge | 
open and then walked across it. The. 
cut was opened and the hospital ship | 
. s ; passed throuzh. and then, when the_ 
PORT SAID, Egypt — There is no | ont Te Ean coent clnead. Gas a 
that sooner or later Baghdad | post thrilling part of the whole pro- | 
will have to be provided with perma- | ceedings. The bridge ‘was crossed by 
nent bridges to replace the _ boat. ow” “ego ien RH - sab. oe the watic | 
bridges, at present the only ones, over. RF res ttl Pata agin gfone Sin gym 
a from Mosul to the Persian the steepness of the ramps, nor even 
ulf. a tke <p ce a a 
When Sir Stanley Maude took Bagh-! ji rce proven tachinn all the spec. 
dad in March, 1917, he threw two boat resents papeaceiae that te. aan ae Anant 
eee ee es ea eee ve. | driving and the most inspiring sight 
nhs they had ever witnessed. These beau- 
place the one destroyed by the furks tifully groomed teams of eight horses, 
srembage There a ee Oe with their 18-pounder guns bouncing 
mous amount of traffic across them, | pening them like corks, galloped at 
as although the important part of the) full speed diiwe ‘ant up the ramps sa 
7 0 the east bank, the Baghdad | each end. causing the bridge to rattle 
railway station and the advanced base ir ake nn thet the etontiic taht 
camps. ordnance and supply duMPs | hubs on it wane shattered : 
are all situated on the west bank. The turn-out of the battery was as 
The lower bridge was carried ON |. -00d an in a peace Ht bea newkats porte 
large floating yomers wan fat ends, | Very impressive to those who knew 
atid th i gh ae paeond N they had only four days before 
L918, it was carried away and com- arrivec back from the capture. of 
: hy Sire Mosul, that they had done. 700 miles 
aeons arense yo Emon caused great) in 26 marches, and fought their guns 
congestion and interruption of trafic, | 6) four days and nights without 
as previously it had only been allowed cetsation ba’ shite of all they had 
in one. direction On each bridge, so a gone through though of course their 
new and much stronger bridge was horses sonie: wate ‘thin they looked 
immediately put in hand by the engi- surprisingly a 8 nee pleasant age 
‘er ha ' Feat mee Mare . mi . 7 ay 
~enlrast Inland Water Transport noon ended with a reception by Gen- 
eral Marshall of the citizens of Bagh- 
Bridge Constructed Locally dad and officers of the garrison and 
The great difficulty headquarters | 
ey This is but another step in 
mense improvements effected 
of the last 18 months by the British 
terials from Eng from! Baghdad. From being a_ée typically 
India, and the whole bridee was de- 


filthy, slovenly, eastern city, it has 
signed and built of materials that hap- | become as clear_and well equipped as 
pened to be available in the country. 


any European capital. It has been 

A large type of pontoon with a good lighted’ throughout witb electric lights, 

ecutwater was designed and built of |@ filtered water supply has been 

the eirders | Provided, and an excellent system of 

bridge were retrieved and | Scavenging and drainage instituted, 
the spans between the 


It has modern motor fire engines, a 
pontoons, two railway eirders were Very good telephone system, civil post 
obtained for the shore spans, and very | Offices and customs, public gardens 
strong piers of rolled steel joists were where a band plays several afternoons | 
built at each abutment for the raising 


a week, facilities for sports of all) 
of apparatus. The dif- 


kinds, two clubs, and several good 
ference in level] of the river at high hotels, The whole City now L0V- 
and low flood in Baghdad is about 30 erned by a municipal council of citi- | 
feet, so arrangements have to be made, Zens presided over by a_ British 
raise and lower the shore spans) Political officer 
rapidly. Indeed two days after the| ; 
bridge had been opened the Tigris; CANADIAN BATTALIONS COLORS 
feet in a night and the ar-! Special to The Monitor 
rangements not only for raising the LONDON. 
outer end of the shore spans, but for ba ten ttn 
Slightly shortening them, worked 
splendidly. ‘has been 
The bridge is about vards long recognition of the part it took in the 
and is finished with @ very strong 12- Under the system that prevails 
foot wooden roadway with a footpath forceél| ct Wakiox us 
mi ranges ae? aden a certain battalions of the militia with. 
“a : _. famous battalions in the home forces, 
be designed to allow the passage ol roteys 2 
large river steamers, and for this pur- the seventy-second are affiliated with 
pose the first 50 vards on the left the Sedforth Highlanders. a regiment 
with a great reputation for gallantry 
and long service. The seventy-second 
themselves have no mean record in the 
European War. They were drafted 
overseas in August, 1916, and before 
long were in the thick of it on the 
‘Somme front. Since then they have 
‘been through most of the big battles 
on the western front, including those 
of Vimy Ridge, Passchendaele, and‘ 
Cambrai. As part of the fourth divi- 
sion they have served under Gen. J. H. 
Clarke in France, which they are 
expected to leave about the end of 
‘Tune on their way back to Canada. 


MODERNIZED CITY 


From Being Typically Slovenly | 
and Oriental, It Has Become 
as Clean as European Capital 


By special correspondent of The Christian 
Science Monitor 


stream, 


had to'face 
that | 
ma- 


they 
the im- 


in the 
Army in 


was was impossible at 


stage war to import any 


land or even 


IS 
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with 
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England- seventy- | 
second infantry 


presented colors aS a 


Soo 
war. 
in the Canadian 


the abut-. 
a small oil | 
Which can | 
closed in 
of a steel 


whole, hinged at 
ment. This is worked by 
engine on the -left bank, 
pull this section open or 
minutes, by means 


a rigid 


cable 


the “Maude Bridze.”’ 
Maude, the liberator | 
of Baghdad, and was opened by Gen- 
eral Marshall, the commander-in- 
chief in Mesopotamia, on Dec. 7, 1918. 


The opening ceremony was very gay 
“Up here Jeshion Re ign” 
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colored novelty silks, barred Swiss 
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IN TZECHO-SLOVAKIA 


of the German Foreign Office. 


, German-Austria, 


‘peared at 


General, 


/ mission. 


“ciently the nature of the mission with 
_Brockdorff-Rantzau, 


| beg vou, 


the subordinate position of Vice-Con- | 


. beg that 


i 

cial reports written by yoursell, if 
you approve his activity, or. if not. in 
‘the form of notes written by Dr. 
Schwarz himself, with your comments 
added to them. After learning 
him the nature of his special instruc- 
tions, | beg you, Verye Honored Mr. 
von Gebsattel, to assist im any and 
every way the wérk to be done by Dr. 
Schwarz. If we have the bad luck to 


Austrians to Stir Up an be compromised, we will simply recall 


: . » Dr. Sefpwarz, leaving you to disavow 
Armed Rebellion in Bohemia ‘all connection with his proceedings.’ 


German Methods Unchanged | 
Science Monitor’ «hig Jetter recalls very 
the instructions given Count von 
Bernstorff to his 
in the United States. 
it will have 
chanzed. on 


GERMAN INTRIGUE 


Organized Attempt Said to Have 
Been Made by Germans and: 


to The Christian 

LONDON, England—A special cor- | 
respondent of the Wireless Press re- 
cently wrote from Prague: “It is now 
possible to reveal full details of the 
affair which led to the arreat here of 
Dr. Paul Schwarz, German Vice-Con- 
sul Prague, and special emissary 
This 
affair was more than a minor intrigue; 
ii Was an organized attempt under- 
taken by Germany, in conjunction with 
to stir up an armed 

the Tzecho-Slovak 
Republic: Ef it were not that Dr. 
Schwarz enjoys the immunity of a 
diplomatist, he would be shot for the 
crime which he perpetrated as an agent 
of the German Foreign Office while 
accredited to the Bohemian Govern- 
ment. 


Special! 


by 


German methods. 
remained un- 


be “een, 
the lines fol- 


Working 
Spain, in fact. 
Schwarz settled 
organize a 
espionage 
culminate 


th in Switzerland, in 
everywhere. Dr. 
down at Prague to 
.system of German 
propaganda, which was to 
in two armed rebellions against 
rebellion against Tzecho-Slovak Government, one in the 
and the other in.Slovakia. Germany 
and German-Austria intended to aid 
the rising in the German-speaking 
districts of Bohemia. while the Hun- 
garian Government was prepared to 
cooperate in the rising in Slovakia. 
With this end in view, Dr. Schwarz 
succeeded in placing a number of his 
agents in the various government de- 
partments at Prague in 
where thev were able to furnish 
with valuable information. 
“Secret information and copies 
confidential official documents were 
being communicated to him regularly, 


bY aegti t Credentials 
“EF Dr. 


who was well before 


or some time past, Schwarz, 


known the war 


as the proprietor and editor of a trade nim 
journ called has 
employed on more or less shady mis- 
sions on behalf of the German For- 
eign Office. In 1916 he was sent to 
Constantinople. Subsequently, he ap- 
erzerum, Batum, Bucharest, 
and other places, always in the employ | 

Julia Pahlen. 


of the German Foreign Office. Dr. | 
birth, is only 21 years of age, but dur- 


Schwarz arrived at Prague at the be- ; 
ginning of January to take up his. ing the war she was already employed 


duties as German Vice-Consul. This, | in the Austrian and Hungarian espion- 

at least, was his nominal post, as a!age services. Dr. Schwarz placed her 

subordinate of the German Consul-!in the Tzecho-Slovak official “press 
Mr. von Gebsattel, but, in! bureau, where her conduct attracted 

he was.charged with a special the attention of the director, Dr. 
The government of Bohemia! Hajsman. 


are in possession of the original letter | Trapping Qa Girl Spy 


which introduced Dr. Schwarz to Mr. 
von Gebsattel, and the following ex-" “Dr, Hajsman had her watched, and 


tracts, taken from it indicate suffi-| laid a simple trap for her, into which 
she fell blindly, with a remarkable 
lack of intelligence and prudence, 
Instead of ordering her immediate 
arrest, the Tzecho-Slovak authorities 
kept Miss Pahlen under observation, 
learning many other details 


al Petroleum, been 


might have remained undiscovered 
for some time but for the indiscretions 
of one of his women agents, Miss 


reality, 


which Schwarz was charged: 
‘Very Honored Mr. von Gebsattel, 
‘The Secretary of State, Count, 
directs me to. 
communicate to you the following. || thereby 
of the conspiracy 


in the name of the Secretary | 
of State, whife keeping Dr. Schwarz in| 0f Bohemia. It was ascertained that 
preparations 

‘armed risings in Znaim, Trautenau, 
Leitmeritz, Reichenberg, 


places, 


sul, nevertheless-to give him every 
facility for maintaining constant con- 
tact with political personages in Bo- 
hemia. It should be clearly under-. 
stood that Dr. Schwarz has been re- 
quested to keep you regularly informed 
about his work and to utilize your ex- 
perience and your wide knowledge. I 
you will send us,-in future, 
information of the results obtained by 
Dr. Schwarz either by. means of spe-! Bohemia. 


also plans relating to 
fact, 
force assembled at Bruck-on-Leitha 
was to lend aid to this action against 
Following on the seizure 


outdoc, 


In-or-Out, 


On 


tected wit’. 


In-or-Out Varnish 


is not just a mirror-like 


finish made to stand up no effect 


steam or hot to every 


It can be sanded and 


rubbed to the most beautiful sheen 
on the finest furniture woods. 


under answer varnish need. 
‘This is economy and convenience. 
No better varnish made, try it. 


Gallons, quarts, pints. 
; 


water tests. 


Bay State Liquid Paint is more than “good paint."* There isn’t 
a paint made that will cover more area and last longer; every desirable 
color. Made in New England by New Englanders—a guarantee of 
quality. 
‘ 
FOR SALE BY ALL LEADING DEALERS 


Write for the name of the dealer nearest vou, 


WADSWORTH, HOWLAND & CO., Ine. 


One of the Largest Paint and Varnish Makers in New England 


139-141 Federal St., Boston, Mass. 


Telephone Fort Fill 36000 


Our Cold Dry Air Storage room is located on our own premises 
and articles stored therein are insured against loss or damage by 
hre 6r moths. Tur repairing and remodeling done during the 
summer months at reduced prices. Let us send for your Furs and 
submit an estimate on any work you want done. 


Sesggs “Ui 


ST. LOULS, MISSOURI 


In-or-Out is an | 


from. 


“Copies of instructions to Germany's | 
agents in these places were seized as /| 
the projected 
rebellion in Slovakia, and revealed the | 
among others, that a Hungarian | 


' 


i 


work, pro-. 
salt | 

. ae 
water, sun, snow or ice have|. 


strongly, 


subordinate agents | 


and 


| Dr. 
Vast | 
and | 


the | 


German-speaking regions of Bohemia. 
Schwarz 


positions | 


. tion must have been one of 
‘of his official acts.” 
of | 


ef all these overwhelming proofs, the 
Bohemian authorities arrested Dr 
Schwarz at the frontier. at Bodenbach 
just ds he was leaving the country*to 
pay a Vielt {0 Bertin. In the excep 
tional circumstances of the case. Dr 
Schwarz’s immunity as a diplomati 
agent was not respected, but his lug- 
gage was seized and searched. [In it 
were found a number of still mor: 
compromising documents bearing 
the scheme to stir up a rebellion in 


eae" 


Bohemia. 


supplied the Bohe 
with all the detai! 
and. again icgnorin<g 
diplomatic privileges. 
placed under a! 
Was also arrested 
for high treason 
nent officik 


f fidelity 


“These papers 
mian Govern 
of the conspiracy. 
Dr. Schwarz's 
that individual was 
rest. Miss Pahlén 
will be tried 
she Was a govern 
taken the. oath 


~ 


ment 


since 


and had a® 


lowed by German agents in America, | such. 
; 


‘be done with 

known ror 
authorities 
in 
formidabie 


a 


what 
is not 
the Bohemian 
with their 
in time this 
conspiracy against the security 0! 
their country. It that 
the German Consul-General at Prague. 
Mr. von Gebsattel. under whom Dr 
worked, had made. on the 
of his appointment. unusu- 
ally warm declarations of friendship 
for the Republic of Bohemia. both in 
the name of the German Government! 
and on his own behalf. Finally. it 
should be noted that the Schwarz in- 
tricue began, immediately after Count 
Brockdorff-Rantzau’s appointment as 
German Foreign Minister: its incep- 
the earliest 


will 


“Precisely 
Schwarz 
the moment, 
are satisfied 
discovering 


S ibe (esas 


noteworthy 


occasion 


GOVERNOR MILLIKEN TO ATTEND 


and it is probable that his espionage | 
‘ken has left 


ent 


This girl, a German by | 


| 
| 


| low, 


against the integrity | 
were being made for. 


and other | 


AUGUSTA, Maine Governor Milli- 
for St. Louis, to be pres- : 
other representatives from 
Maine at the caucus of the American 
Legion. In common with other gov- 
ernors who were in office during the 
war, he is eligible to membership in 
the legion. The Maine party will ar- 
rive at St. Louis this" evening. 
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or the between-meal “snack,” the pure, mel- 
real gmger flavor of White Elouse is 
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ian 
Geese Sout 


T can be (asians 
and at the same 
time ‘substantial if 
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sauce that tastes like 
the touch of a French 
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Moderate Prices 


9 


lr, LOUIS, MISSOURI 


ti] On 


> 


ee Soe 2 


Fourth 
and 
Locust 


Capital and 
Surplus 
$5,000,000.00 


Those whe understand thet true econ- 
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fo interest them in ouf displays of 
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oF PEAT 


PA. ( 


nb stible Matter 
reat Deposits Is 
eed That of All 


“aa Science Monitor 
- “The problem of 
‘peat for industrial 
george Fletcher, as- 

br technical instruc- 

al of Department of 
echnical Instruction, 
) § ) arpetually recur- 
d scientific men in 
ave turned their at- 

outa solution. This 
te i View of the fact 
/combustible matter 

bat deposits exceeds 
1 coal fields. For 

on is one of vital in- 
“deposits are small 

Unimportant, while 
th of the area of the 


r 2.750.000 acres, is | 


. much of which is of 
*, This represents a 
potential energy await- 
tal means of utilizing 
e forgotten that peat 
ily fuel for domestic 
arger part of rural 
§ does not affect the 
ny large areas of bog 
leveloped. 
a es 
if peat as a fuel are: 
ns and retains a large 
(2) compared with 
ha a low 
t is extremely bulky, 
Ah cost of carriage. 
m of the schemes 
jon have been con- 
. and’ compressing 
Other schemes have 
Ne the preparation of 
t with the eytraction 
When one recalls 
roducts of the manu- 
fas, once regarded as 
he to rival gas itself 
ect of the peat prob- 
of possibilities. 
of potentialities for 
do up in recent years. 
@teenth Century will 
ated with the develop- 
m engine, culminating 
urbine, so will the 
Ty be able to claim 


Pa 
“S 
ode 


outa 


the internal combus-. 


le success of the gas 
) iMvestizations which 
Many torms of pro- 
» and there are now 
§ Of installations of 
producing power for 
oses. Anthracite and 
noBt commonly used 
ibility of utilizing peat 
D) the Irish Depart- 
Mire as far back as 
Worthy and encourac- 
WMestallation at Porta 
Tound to be entirely 
to effect a consider: 
Santhracite. And this 
Miirkable as the by- 
MMT present utilized 
ro Weta are of consid 
Mm iWo examples can 
Peat haw been used in 
;. 20 recover the bys 


P, 


oducts 

these is the power 
fan company at Oren 
i erected by the Ger 
Company, is situated 
PHog. The area of the 
2 acres, The portion 
rated by the company 
depth of about 5 feet 
1. The bog has to be 
e 7 mat dried, part me 


| chanically, part air dried. 


calorific | 


The aver- 
age nitrogen content is 1.04 per cent. 


This is recovered as ammonium sul-| 


phate, and the gas is used to drive | 
{Wo gaa engines of 3250 metric horse-. 


there being a 


Pontedera, 


generators, 
line to 


current 
transmission 
miles distant. 

“The other installation referred to 


‘is the ammonium recovery power 


plant situated on the Schweger Moor. | 


about 25 miles from Osnabriick. It 


/upwards of 60 per cent of moléture— 


ing operations could be carried on. 


The total power capacity is over 3000. 
and the same day. 


ithat 


horsepower. The current transmitted 
at a tension of 30.000 volts is distrib- 
uted over an area of about 25 miles 
radius. — | 


; 
| 
| 
| “It must be remembered that the 


|}reason more rapid progress has not 
| been made in solving the problem in. 
coal | 


| is comparatively cheap and is more, 


_the United Kingdom is because 
suitable for a producer gas plant ow- 
‘ing to itS greater heating power. But 
/in Ireland in many parts coal is very 


| dear, and the possibility of securing 


industria] development. Coming to 
the installation at Portadown, the 
plant supplies gas to two engines of 
1120 B. H. 
1B. H. P: 

‘ing conditions, with peat at os. a ton, 


power, each of which drives alternate | 


19 


is constructed to use peat containing | 


‘alive 


'cheap power would be a stimulus to; 4!" 


BRITISH DOCTORS 


DEFEND VIVISECTION 


| Parliament 
New Bill Before Parliament for | 
on. 


Preventing [Experiments 
Dogs Is Strongly Opposed 
by Sir William Osler 


‘ ' Special to The Christis Svience Mon | 
‘an important point as lengthening the | ' : ORAS SOCAL T fonitor | 
season during Whjch peat manufactur- 


LONDON, England—The subject of 
vivisection cropped up in London re- 
cently in two different places on one 
It understood | 

} 
a bill is pending in Parliament, 
aud this circumstance has undoubtedly 
caused considerable alarm in medical 
citcles, 

In the House of Commons a question | 
Was asked by Sir J. Butcher as to 
Whether it was the practice of the) 
Home Office, upon certain certificates | 
being obtained, to allow experiments | 
on dogs in which the dog was kept 
after the experiment until the 
Object had been attained, al-| 
though the doe was found to be sutf- | 
fering pain which was likely to endure. 


is 


|The Undersecretary to the Home Of- 


.power can be obtained at the rate of | 
/one-sixteenth of a penny per horse- | 


power hour. 


| The follawing statement ‘fering temporary pain it id t be 
: i 7 x ‘ary pz would not b 
as to the comparative cost of running, ,. tt . 
i /dispatched until the object of the ex- 


ithe factory on coal and on peat, was | 


| given by the manager of the factory 
‘in 1912: 

of Week 
6d. 


Per 
£14 178. 


Cost Running on Coal} 


‘ 
&t tons of anthracite @ 936s. 
i 1% tons of steam coal @ 17s..f16 3s. Od. 
; - satin 
. oy 
’ Lwi 
Per Week 

Od 
6a. 


of Running on Peat 
Say up to 89 tons of peat @ 6s.£15 


Weekly saving . £16 


("ost 
Ss. 
Os. 
“ “Allowing for 15s. 
the weekly saving figures out at 
5s. 6d. 


Considerable Economy E-ftected 
al certainly encouraging he 
able to record that the experiment 


(has given complete satisfaction, that 


is tO 


| number 
| said, 
been- permitted to perform the experi- 
ment without anesthetics was 887. 


| subject 
' were largelv of an inoculation or in- 
' fection 


P. each and to one of 150| "ce admitted bu | 
It is stated that under work- | that in case of the dog suffering pain 


that it was, but added 


which was likely to last, it must at’ 
once be killed. 
It was not to he understood. how- 


ever, ihat were the animal to be suf-. 


had been attained. The 
of experiments in 1917, he, 
which the experimenter had 


periment 
in 

In 
the majority of the cases cats were the 


of the experiments, which 


nature. 


Sir William Osler Again 


for extra labof, | 
£15 | 


gathering of the 


Sir 


British 
William 


Before a 
Medical Association. 


Osler, who ‘came into notoriety some 
‘years ago with his dictum concerning 


‘human activities 


subject 
unanimously adopted: 


‘it has resulted in a considerable econ- | 


extension of it is 
With regard to by- 
iproducts, the gas before passing to 
ithe engine must be purified, but the 
‘substances removed are valuable, al- 
‘though the by-products of a small 
plant would not justify treatment. 
'There is nitrogen, which can be re- 
covered as ammonium sulphate, and 
{there 
taining valuable constituents. 
ef not: unreasonable to 
that 
of utilizing peat, it would be possible 
to deal in a profitable manner with 
‘the by-products which would thus be 
i produced in a sufficient quantity to 
‘allow of their being dealt with in 
chemical works. We should in this 
way not only establish an additional 
industry. but this method of obtainine 
power from peat would be rendered 
still more profitable. It may be added 
that in the neighborhood the bog 
from which this peat i obtained, 
near Maghery, is that worked by the 
Irish Peat Development Company, 
Which manufactures peat. litter and 
fiso peat duet, in which an export 
trade ia done 

“The conditions at Portadown 
favorable, in view of the nelehborhood 
of the peal bog to the weaving factory, 
and it iy undoubtedly of great advan 
tage 'O have water carriage trom the 
bog to the factory. But. there are 
many places in Ireland where 
spondinue advantages could be availed 
of Where a sufficient demand for 
power @xists, it appears certain that 
instead of carrying the bulky peat 
either bv road water. It would bi 
ndvisable to install producer plant on 
the bog itself and to convert the me- 
chanical power into electricity, and 
transmit energy at high pressure 
to the point where it is required.” 


omy, and that an 
/in contemplation. 


assume 


is 


of 


corre 


or 


thie 


a | 
In All That Contributes 


: . . . 
to Feminine Loveliness 


S, TROTTEUR FROCKS, GOWNS, 
WRAPS, SEMI-TOILETTES 
ES and SUMMER NOVELTIES 


+ 
® 
ty, 
aS My 

d 

A. 
Pi 


. 
an 
te 
oteuall 
& ae 
ce 


of YOUTH 


is peat ash and peat tar. con-, 


with an extension of this method | 


' research 


are | 


atter a certain age, 
moved the following resolution on the 
of vivisection, which | was | 
“The anatomi- 
cal structure and omnivorous habit of 
the dog, together with the fact that it 
can he kept in health and comfort 
under the conditions imposed by 
laboratory’ work, render the larger 
sort. the only available subject for | 
experiment in important fields of! 
physiological and pathological inves- 
tigation. The prohibition of experi- 
ments on dogs would, in the opinion 
of this meeting, have the deplorable 
result of hampering the progress of 
medicine and of rendering Britain 
alone, among the civilized nations of 
the world, unable to contribute to 
progress in a department medical 
in which it has hitherto 
played a distinguished part.” 


of 


Dogs and Progress 
William Osler 
one thing more than another 
proie 210n thes were thankful 
that medical progress Cami 
experiment He yielded to 
in love for the dog, but he 
him not the less because he 
loved his ftellow-men more There 


if there 
for which 


Sir said was 
a’ Pa | 
it Was 
through 
ne 
loved 


one 


into 

' really 
‘the laboratory he was safeguarded by 
legislation; 


the freedom 


: things 


who 
Vivisection Society, and says, 


[Special to 


human 
ment. 
amendment 


proposal for 
now before 
Green- 


was 
the 
Sir 


a 
bill 
Hamar 


There 
of 
from 


: 
' 
i 
’ 


wood, that experiments should be al- | 
lowed under specific restrictions, but | 


they did not want that compromise. 
Col. C. J. Martin, in seconding 
resolution, said the proposed legisla- 


/ tion was probably due to want of ap- 
'preciation of what these experiments | 
had done in the acquisition of knowl- 


edge, and a misapprehension of what 
was done in the laboratory. It was 
not reasonable to make dangerous 


experiments upon man. 


rr - . 
The Friendless Dog 


The kind of dog that found his way 
the physiological 
had no friends outside, and in 
of 


out 


per cent 
carried 


in %5 
experiments were 
was not allowed to recover. 

The chairman (Col. Haven Emerson, 
medical corps, U. S. A.) said it was 


conducting the conflict 
these legislative attacks on 
of medical science. He 
had no right to discuss the legislation 


of a British Parliament, but the pas- 


burden ef 


against 


‘sage of the bill would encourage mis: 


chievous people to undertake similar 
elsewhere. 


Main Question Is a Moral One 


Science Monitor 
Writing in The 
of what 


The thristian 
England 
the subject 


Specia: Mw 


LONDON, 
Times -upon 


laboratory: 


| 


the | 
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| Special to The Christian Science 


SEEN IN BELGIUM 


Great Majotity of Industrial Pop- 
ulation Out of Work and 


Financial Position Is Sertous 


Monitor 
LONDON, England -- Something of 
the nature of the conditions which. 


| might be a monument to the ideal' WWAR’S AFTERMATH 


|dog for what he had done in saving! 
life as the subject of experi-' 


of the Belgian people would be a very 


' , 
to export her products. The essential.’ LENINE LIVING IN 


Belgium at the present | 
time was that the great majority of 
her industrial population was out of | 
work. About 80 per cent of the work- | 


ing people, other than 


fact about 


list. a situation which but for the) 
extraordinary patience and endurance 


serious one. Though the morale of 


the people was still good, at a time 


of such unrest as the present. the 


‘continuation of su¢h social conditions 


three months after the signing of the’ 


‘the 


armistice, still prevail in Belgium, and 
enormous difficulties with 
the country is faced in the endeavor 
to resume a normal aspect, were de- 


seribed to a representative of The 


Christian Science Monitor by a Bel-; .. ; 
in | chimneys showing, except in the case 

‘connection with the reconstruction of, ° one OF 

‘activity. 


gian just returned from a mission 


his country. 


cases | 
under. 


‘complete an@sthesia and the animal | 
‘he said. was most serious. 


| which Germany had 


German Money in Belgium 


The financial position 


OC | degree of equanimity. 
which | 


Plight of Ghent 


could not be contemplated 


It was a sad sight to see Ghent, aa 
she now is. surrounded by those great 


and 
in 


signs of life 
the frontier 


two, no 
Yet across 


Germany factories were at.work. That 
'Germany should be able to keep her 


of Belgium, | 
The sum of. 
rifled Belgium | 


during the war was enormous and for) 


forced on the country. German money 


in Belgium amounted to £ 250,000,000, | 


and must be cleared out. and 


it | 


|Should ‘of course be paid for at the’ 
' fixed rate of 1 franc 25 per mark. The 
destruction to industries and private 
/ houses, the removal of valuable ma- 


‘chinery., 


‘with this enormous task it 
should claim | 


as | : 
h indemnity. | 


come to be popularly known as The | 


Dog and the 
Protection Bill 


fers to Mr. 


by the Dogs 
is a moral one He 7 
Stephen Coleridge, the 


is director of the N 


raised 


“He 
assert that it wrong 
suffering on a dog 
in order to avert suffering—-however 
widespread, prolonged or intense-—- 
from human beings, or even in order 
to. save countless human lives. Op- 
ponents of this bill deny this con- 
tention and join issue upon it. Which 
is right? That is what Parliament 
and the nation have to decide.” 


society is 


to inflict severe 


his 


RUSSIAN LINES 


Science Monitor 


CONDITION OF 
The (Christian 
BERNE, Switzerland—According 
information received in Switzerland 
recently, the only railway line in Rus- 
sia on 
norma! 
Petrograd 
express 
600 versts 
remaining 
the number 


to 


connects 
on which 
journey of 
On the 


one which 

Moscow, 
trains do. the 

in la hours. 
lines, only 12 per cent of 
of locomotives which 
were running at the beginning of the 
war are still in working order. The 
railway works at which locomotives 
are repaired employ three times more 
workmen than in 1914, while 
productive capacity has 
tenfold. On the main line from 
cow to Petrograd, about 40 per 
the follinge stock is still in working 
orde! On the otber lines, the per- 
centazce of available rolling stock 
varies from 5 to 15 per cent, and the 
situation becomes worse from week 


In week 


the 
with 


is 


oi} 
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Strong for War! 
Stronger for 
Peace! 

We sought not the War. It 


Was forced upon US, When it 
came to us it Was OUT Wal and we 
won it. Now we intend to have 
Peace, a peace which 1s based 
upon the eternal justice of right- 
cous action, and we must be 
strong enough to see that such a 
peace, once secured, main- 
tained. Our First, Second, Third 
and Fourth Liberty Loans helped 
win the war. The Victorious 
lifth’’ will win the Peace! | 
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Doctor, a correspondent | 
‘says that after all the main question | 


and 


which traffic is anything like |! 


their) 
diminished | 
Mos- | 
cent. 


the disappearance of towns 
this was what Belgium 
to say nothing of the 
the cost of 
shoulders. 


villages, 
had to face 
burden which 
placed -on her 


and 


was onlv 

that 
on 
was 


natural 
priority 
Belgium 


Belgium 
the German 
perfectly aware 
France had also. suffered 
from the . German invasion. but 
whereas Belgium has _ been wholly 
under the German.yoke only one-fifth 
of France had been occupied. Bel- 
gium had been the first to throw her- 
self across the path of the invader 
She turned with confidence to 
the Allies for that help which it was 


that 


S.Ct, atte a 


the war! 
To help: 


' > _ _ ; 
impossible for physiologists and work- | {ur years German currency had been | bitterness to the Belgian 


ers in the laboratory to bear the entire 


factories going with the use of raw 
materials which, together with 
machinery, had probably been stolen 


agriculturists | 


and miners, were on the unemployed | i 
D ‘to Switzerland 


with any | 


Swiss Government 
‘reports on the situation in Petrograd 


|} vious dispatch, Mr. Odier says: 
-ing this period of disastrous misery, 
' . 

Lenine 


‘a contract 
cow food-purveyor, Eliseuff,. by which 


from their country, was a source of | 


people. It 


Germaa factories for 


OPULENT LUXURY 


Special to The Christian Scterce Montjor 
BERNE, Switzerland--On his return 
the Swiss Minister «9 
has furnished the 


with a number of 


Russia, Mr. Odier. 


and Moscow. and some of the infor- 
mation he has supplied has been 


issued for publication 
Confirming the facts. given in a pre- 
“Dur- 


lives tuxurfously like ant 
oriental monarch. He has concluded 
with the well-known Mos- 


this firm undertakes, in return for the 
payment of 30,000 rubles a month, to 
keep him supplied with an abundant 
and very choice selection of provis- 


th ions. Thus, while the people of Russia 


are perishing of hunger, Lenine lives 
in opulent luxury and it costs the 
country 1000 rubles a day to feed 


/ him.” 
was regarded as very hard, too, that! 
the Allies should have prohibited the | 
Belgians from taking substitutes from | 


the machines, 


stolen systematically from their coun- | 


try during the occupation. Even 
where lack of equipment did not pre- 


lack of materials or 
Both scarceness of 
and the extreme 


industries, 
of transports did. 
transport facilities 


slowness of the railways, for reasons | 


| mense 
: “- {i rule 
vent the Belgians from starting their | 
lack | 


’ 
’ 


i 
! 


of safety arising from German sabotage, 
; 


aggravated the difficulties the Belgian 
Government had to deal with. In 


' 
; 


' 
' 
' 


Among the other statements made 
by Mr. Odier are the following: “The 
misery of Russia surpasses descrip- 
tion. About 300 Bolshevist leaders 
have succeeded in exploiting this im- 
country. Their method is to 
by famine, which weakens the 
sane population and renders resist- 
ance impossible. The small quantity 
of food available in the towns is 
brought in from the country by peas- 
ants, but Bolsheviki await them at the 
stations and seize everything which 
they carry with them. The Bolsheviki 
then destroy anything which. they 


“spite of them, however, it was Bel-!+pemselves cannot use: we have seen 


terribly : 


cium’s great desire to restart her own 


them break hundreds of eggs which 


factories and to do that she wanted | they could not take away with them 


machinery, factory equipment, and un- 


|from the station. 


The lack of fuel 


manufactured articles. She also looked | cayses the greatest suffering. A fag- 
_to Paris and the Peace Conference to! 5-+ of wood which cost five or six 


essential she should have to enable her. 


industrial 
the most 


to resume her 
the war 
Europe. 


intense of any 


life—before | 
in | 


It was particularly necessary that | 
Belgium should be able to resume her. 


Lrade., 
and 


export 


lation, though agriculture had 


She had a dense popu- | 


give her that priority on the German 
indemnity upon which, and upon the 
method of payment of which, the fu- 
ture of the country s0_ greatly 
depended. 


ANTI-ANARCHIST ORDER 
BUENOS AIRES, 


chief of police has issued an order;ing of the Bolshevist cyclone. 
| people are unanimous in detesting the 


forbidding further anarchistic meet- 
ings, either in the open air or behind 


‘closed doors; the publication of sedi- 


/reached a high standard of develop-_ 


ment, yet it was only possible for Bel- | 


sium to supply 20 to 25 per cent. of 
her needs, so that the purchase 
foodstuffs abroad was unavoidable and 


to pay for them Belgium must be able 


| the country or the flag. 
of | 
,ings as soon as they are apprised of 


tious newspapers and literature and 
the utterance of language insulting to 
District police 
captains are directed to disperse meet- 


them. 


rubles before the Bolshevist régime 
cannot now be bought for less than 
800 or 900 rubles. Bank notes are 30 
worthless that they are sold in sacks 
as waste paper. 

“The Russians do nothing. They 
seem to have prostrated themselves in 


Argentina—The | complete passivity to await the pass- 


The 


Bolshevist régime. The Bolsheviki, 
hated by the whole nation, only reign 
through their Pretorian army, through 
their well-fed and well-paid soldiers. 
Petrograd resembles an immense ceme- 
tery. It is impossible to walk in the 
streets without undergoing the risk of 
assassination.” 


as 


For Peace and Prosperity—The Victory Liberty Loan 


James MeCreery & 0 


5th Avenue 


ON WEI 


NEW \YORK 
INESI 


Brae. tS 


ff 
dé 


—_— 


34th Street 


YAY / AND THURSDAY 


Men’s and Women’s 
LINEN HANDKERCHIEFS 


At Less Than Present Wholesale Prices 


For Men: 


Sheer Linen Handkerchiefs with narrow 


hems and tape edge, 


regularly 12,00 


Sheer Linen 
checked centre. 
regularly 9.00 


Trish Linen Handkerchiefs with narrow 


hems: soft finish; large size. 
regularly 7.20 


Cotton Handkerchiefs with tape edge. 


regularly 5.00 


Ilandkerchiefs 


For Women: 


doz. 9.00 


hems, 


with 


doz. 6,00 


Sheer Linen. Handkerchiefs 
checked centre. regularly 4.50 doz. 


Sheer Linen Handkerchiefs with French 
regularly 6.00 


doz. 4.85 


with 
3.50 


Sheer Linen Handkerchiefs with narrow 


hems. 


doz. 6.00 


doz. 1.75 


5,000 Pairs 


regularly 4.00. 


doz. 3.10 


Batiste Handkerchiefs with tape edge: 
hand-embroidered colored initial. 
regularly 2.50 


doz. 1.50 


WOMEN’S SILK GLOVES 


(Heavy Milanese Weaves) 


Pair 78c 


regularly 1.00 to 1.50 


‘T'wo-clasp heavy Milanese Silk Gloves in Black. White or Grav: Paris point or 
five row embroidéry; double finger tipped; complete range of sizes. 


Prices refreshingly modest 


Nutherford Ave 


Howiecimg 


} 


“on 4't4 
of wat 


if |’ atria 
Hriisis thie jay 


is Ac] Vert semen’ 


j } paid for ih 
Vase 


! Boston, of their effort to 


-_ 


ee 
Civilians Wear Army Raincoats 
Made to latest Government specifications under the supervision of 


* a Government inspector—the last word in Raincoat satis- 
faction (the result of two years’ experimentation 


MAY WHITE SALE 


Women’s Nainsook Undergarments 


3 CYrOME 
PORTER ORIGINATOR 


vr wee 
ee 


h Avenue, Between 52nd and 53rd Streets, New York 


—_ 


Below Regular Prices 


Comfortable and attractive models of Nainso U in tai : 
RELEASED ORDER OFFERED‘BY CONTRACTORS DIRECT TO) models | weer in tailored or trimaaas 
CIVILIANS INDIVIDUALLY AT COST—Sent by Parcel Post, és oe 

insured, on receipt of $7.50 by THE PEERLESS COM- Gowns of fine Nainsook; daintily 


PANY (Government Contractors), Dept. 788, various models. 
80 Branford Place, Newark, N. J. 1.50, 1.95, 2.95 ond 3.95 


STATE CHEST MEASUREMENT Envelope Chemises,-shaped armhole or strap 
Send for ae : | 
, 4 ioproevement of any type of raineoat hitherto produced models, 
( n omal Quality Booklet hermetically cemented eter proof collar “with e#tftern proof fal 
1.00, 1.50 and 1.95 
Combinations of Drawers and Corset Cover or 


nile ceca: —_ Sire side pocket ssa wae ee it to reach inside clothing without | 
‘ - openin COM } S1.% ABSOLUTELY TATIR-PROOF but PROOF AISO AGAINST 
SAMSTAG'S 
1200 Broadway Skirt and Corset Cover. 
1.00, 1.50, 1.95 and 2.95 


by Army experts). 


“Save your baby from 


pin-pricks insist on 
Baby Dimples Safety 
Pins with protected point 
and spmng.” Nickel. 
black. gold-plated — all 
rustproof 10: 


a card at good stores. 


' 


trimmed : Petticoats.—with or without 


or lace-trimmed. 


1.95, 2.95 and 3.95 


panel; embroidery 


all sizes. 


Pique Petticoats,—-straight-line models. 


1.50 and 1.95 


Bloomers of Flesh Color Batiste : 
lace-trimmed models. 


65 c and 95¢ 


THROUGH | 
front. adjust 


NO WET CAN GET 
interfitting fly 


iat 


x at, 

MOISTURE FROM } the hack hae ventilation holes rohceuied by a duplex yoke 

Material durable fade : 
bev Aine the anda miijtar require nve rits eae yy ilians may hut these | 

goverment approved Halacoat« FACTORY COST -a@ splendid investment Send ‘for cameras 


fy gaxen refunded if not satisfied. OUfficers' Double Breasted Models, postpaid -$12. 


ality 
~ tailored or 
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THE CHRISTIAN SCIENCE 


MONITOR, BOSTON, 


U-S.A.,, 


WEDNESDAY, MAY 


i, 1919 
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a ACT IVE IN 


\ HIST ORY 


jan Science Monitor | 
im | 


achusetts—-Today, 
ntiing, flapping flag 
‘Streamers, the ee be 
i eaiis and soaring 


the Old South Meet- 


c of the steadfastness, 


ry 


urch in Boston to its 


Old South Meeting = 


oc from the trumpets 
implications of those 
ll fifth Liberty bonds, 
ealization that its mere 
Witness to the eternal 
» righteous cause. 
my break came with 
th in Boston, it was on 
the need for a more 
try and for greater lib- 
jal “thought. The first 


ie by the society was 


alled the Cedar Church, 
ajamin Franklin's 
jety was composed 
an Alden, eldest son 
riscilla of Mayflower 
ill, a celebrated silver- 
¥; Thomas Brattle, one 
lest merchants of his 
Oltow, a magistrate and 
man; such women as 
Cotton, and ‘Mary 
the site for the new 
ain road to Roxbury, 
re Governor Winthrop 
mn; . It may be of in- 
just here, that the 
vs held this valuable 
which it at present 
Mderable income. largely 
h extension. 
ne 


Md J 
bia 

“ 

Per: 


TAQ 


es 


“ ecurred a disturbance 


@ting House over a 
Akers, One of them, a 
"sentenced ito be 


Edown the town with | 


: “and the three maids'| 
W the “art.” Then the 
© gripped, aiso, and 
Sided at court. He, 
: ming convinced of 
hie! had been done 
~ persons. made pub- 
of his guilt and, it 
"Observed a day of 
ei in humble peni- 
which he oa plaved 
trials. may be 
, that the yan of 
ry. 
mentiy exercised a rre- 
mee during these out- 
cruelty. As Whii- 
“In the Old 
these trials 
tely taken against 
> 
: ra Wrong is done 
sonsctou-~ walls 
ne basement cries 
eom the timber calls 
iy 
Bh -Shalli Bosto: 
maces ris® and fal’. 
stand in the Old 
“7 rights of al! 
Pthe question of arti- 
sed by the Caurch 
faim it was a member 
an ily who found cour- 
land against the des- 
x Minister of th: Oi. 
Mouse during the R-. 


Was a man of leaining 


ir of. for that time, an. 


ed 


5 Was the ! 
Sh 60 strancely disap- 
® church edifice. This 
Hen still owned by the 
present housed in 
tiprary. Much of the 
fy Stir of talk centeres 
h Meeting House; from 
# citizens, being dis- 
8, departed on the 
me the tea into the 
)Was by means of a 
‘fine colonial window 
t that Dr. Joseph 


he 


Og of i 


ea 4 


felivering one of his | 


BS, effected his sensa- 
“ the midst of the 
ader, then, that when 
ipied Boston, they felt 
ij bY to this church: 
tt ey promptiy trans 

riding school), finally 


congrecation 
ip at King’s Chape!: 
“Which had been the 
olonies Was to be. re 
imal purpose. — 
What the firet English 
hee in this part of the 
t e Bay State Psalm 
: inelegant as to style, 
“the original meaning 
Shed a revision of this 
as in the accuracy of 
Ss riving to conform 
ithe ordinary laws of 
Vised Psalm Book was 
a ed at the church. 


‘vil War the church 

it has alwavs heen 

| stress, since the 

ip. Its pastor, Dr. 

i@ a chaplain, and th 

, igain.a central meet- 

; sion and organiza- 

iy “70% business, in its 
7 

reached upon the 


Mitesse’ Was dimin- | 


~ 


use Washington 
ays, Was extraordl- 
iecess by any public 
Was talk of re> | 
|  vesidentia! section, 
t with opposition; 0 
the church played in 
| the people had 
pon the building as 
dal property. There 
and litigation, “but 
Wal was cflected and 
Wn Copley Square was 
imber of 1875." There, 
) Years, Dr. George A. 
Ted together a he 
maintaining th 
PRM tec usiy 
lent socjety. 


luries, of the Society | 


the | 


Was given the 
ithe 


‘the 
ein a sorry condition. | 
if was. 


| overture 


‘up to the 


[corded a fine 


given by the 


The Old South Meeting House, 


for Tie Christian Svience Monitor 


Drawn 


deserted as a church but still plav- 


ing @ part in Boston life 


of 
land, 


history of one 
famous churches in the 
be recalled that, under 
the church became by necessity 
school for British 
upon the passing of his grand- 
Victoria. the pulpit was 
th the Union Jack 


‘lights in the 
most 
may 
If, 
riding 
while, 
dauchter, 
draped wi 


a 


The Monitor 


Christian Science 


| New edifice of Old South Church. its 


tower lending fame to Copley Square 


for the holding 
Thus can 
House look down 
Twentieth 
that it has 
the glorious 
two branches of 


with the roval purple, 
of a memorial service. 
Old South Meetine 
upon the hurrying 
crowds, conscious 
in furthering 
growing unity of 
the Anglo-Saxon race. 


MUSIC 


Cincinnati Musi 
The 


ry} i? 


shared 
of 


? } 
t hye 


the 


(‘hristian § (-t NIor 
; Western News Office 
CINCINNATI, Ohio—The thirteenth 
pair of concerts by the Cincinnati 
Symphony Orchestra were given on 
April 13 and 12. During the season 
Mr. Ysaye has brought out a number 
of new things, and again the audience 
opportunity to hear for 
in Cincinnati two com- 
positions, the symphony op in # 
flat major, by Ernest Chau and 
“Holbere Suite,’ op. 46 ing 
by Grieg. The 
progkram consis 
“Romeo and Juliet,’ bys 
Tschaikowsky, andthe Rubinstein 
concerto No. 4, op. 7 I) minor 
Which Ethel Leginskz soloist, 
played 
The 
overture 


first time 


yAL 
SON 
iol 1} 
other num 


of tne 


orchestra, 
bers on the ted 


na) 


in 
th 


the 


nat 


orchestra 
suite 
whole enerps 
mpnons [! 

orehestra 
and ds ine 
ite first perform 
composition 
vrasped, i! 

yrinphony, 
K, is In three 
in strength a 
first movement being 
100 many diffe: 
are introduced 
definitely devel- 


work of the in 
and the Grieg 
landard, the 
having been put on the 
had splendid finish: 
knew it thoroughly. 
fact that this was 
ance, and that it 
perhaps, not 80 
carried conviction Th 
like that of César Fren: 
movemen|! lt gathers 
t goes alone. the 
the weakest because 
ent themes.and ideas 
and no one of. them 
oped. - The second movement intro 
duces a theme of lovely tenderness 
which | very appealing. - Quite in 
contrast, the third movement is vigor 
ous, though it, too, has a fine flow of 
melody. It is interesting in its the 
matic development, attaining fine 
strong climax. The orchestration 
throughout is full of color and varied 
and a a whole the symphony shows 
that it comes from the pen of talent. 
The concerto, placed at the end of 
the program, had a fine interpreta. 
tion. Miss Leginska plays with such 
excellent style that one could not help 
wishing that the quality of tone were 
more beautiful. This was not the first 
appearance of Miss Leginska here, 
she hase many admirers and was ac- 
reception 
April 


Wit 


ihe 


? : 
}?i ‘ 


isn) OU 


eanils 


al 


ll. brought 
concert 


Club in 


morning, 
ithe series of five 
Matinée Musical 
ballroom 
soloist 


Mriday 
fo a close 


(,ibaon 
was the 


the Hotel] 
Garrison 


i This 


W at 


officers ! 
many 


together | 


: ~Deia | 


the | 
Century || 


and 
' 


Mabel | 


the! Cincinnati and she more than fulfilled 
it | 
George | 


with a sin- 
would be 
There 

and 


She sings 
that 
to follow. 
enthusiasm 
artists 
were 


expectations. 
ceritvy and legitimacy 
well for other singers 
was the greatest 
recalls. Other 
this season 
bass: Guiomar Novaes, 
pianist, and Emilio 
the eminent baritone. 
afternoon of April 13 
Orchestra Association and that of the 
Mav Festival gave a cone in Music 
Hall as @ memorial for those soldiers 
who have passed away. The first part 
of the program was devoted to the 
plaving of the “Eroica” symphony of 
Beethoven, and the second to 
Verdi “Requiem,” 
well rendered. 
were the .Cincinnati 
chestra: Festival 
Florence soprano; 
Alcock, Lambert 
tenor; ott, bass. 
Ysaye 


tobert 
the 


the club 
Maitiand, 
Brazilian 
(,o2orza, 
On the 


» * 
a4 


Those participatin: 
Symphony Or- 
Chorus; 

‘Merle 
Murphy, 
Kugcene 


the May 
Hinkle 
contralto; 
Henri 5S 
conducted, 


MORE EXPORT FACILITIES 
istian Science 
News Office 

York—That a 
assignment of vessels to 
trade has already been 
egun and will increase, has been an- 
nounced by J. H. Rosseter, director of 
operations of the United States Ship- 
ping Board, in a statement issued to 
the Manufacturers Export 
tion. 


The ¢(’hr 
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ltl 


Stores in Chicago 
Style Book | 
eee | 


A ee tae a 


Seven O-G 
Write for the O-G 


The public 1s cordially in- 

vited to visit our Studio of 
Millinery 

lOl, Auditormm Building 


431 S. Wabash Avenue 
CHICAGO 


TN ee ge te 


ule 
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lor fifty-nine years Stebbins Hardware 


Company has stood for quality in 


wee 


Hardware, Tools, Cutlery, 
Electrical Supplies, 
Paints, etc. 


Camplete Slock——Prompt Service 


Stebbins Hardware Co. 


15 West Van Buren St. 


re imation 


Chicago, Ill, 


scenes 
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IN THE LIBRARIES 


The library is a matura] sponsor for | 
' what has appeared in print and should 
be looked to in such capacity. The, 


is 


‘for each delegate here today to remem- | 


| 


ber to send to the American Library 
Association headquarters at least one 
question that he has found to be a' 


j Rangersty of people, however, not rec- | puzzler, with the expectation that the 


gnizing, or at any rate not bearing 
‘in mind, this simple fact, do not in 


| many instances look tothe library for 


the information it is well equipped to 


almost 
' $hall 


the day long. 


the enduring structure is realized. Let | 


| $0 


afford. Consequently, because of this 
lack of demand, there is a great deal 
of needed information that most public 


libraries neither have afailable nor are | 


this unprepared-| the complaint to the general conven- | 


_tion of librarians, 


sponsors for. And 
ness comes, some librarians are say- 
ing, from a contentment - with the 
superficial, with what “gets by,” and 
from a lack of interest in 
knowledge. The problem, then, is one 
of education. 
educated up 


to the desire to avaii' 


‘itself of resources that are at hand. 


How to do this that we may be in a 
better position to avail ourselves of | 


a broad one as: 
to asking, 


in fact, such 
to amount 


It is, 


should, indeed, be asking 


eo 


mind that 
which scaf- 


should bear in 
but erecting a scaffolding. 


“How | 


we be perfect?” a question we’ 
ourselves | 
'mobiles and prices with the following | 
|\book ——— 


In approaching this library problem| ‘Whether 


' we 


association will show itself eager to 


render the service of securing the an-. 
is not obtained | 
by this means, then as sponsor for tke | 


swer. If satisfaction 


suggestion I would ask to be informed | 


of the fact myself: and if I am thus. 
informed before: the middle of June, | 
it should be in time for me to report. 


which is to be at'| 


Asbury Park the last week in June.” 


actual ; 


As a result of this recommendation, ; 
requests have come to the headquar- | 


‘ters of the American Library Associ- 


The public needs to be | 


| 


} 


folding we desire to remove as fast as! 


_us then, as originally as possible, con- 


‘sider 


| Mr. 


secretary 


that 
steps, 


seem 
pending the) 


makeshifts 
while forward 
day when we shall instinctively live 
by the Sermon on the Mount and all 
that it means. As makeshift No. 1 the 
library as a general information bu- 
reau may be mentioned. Within a few 
weeks, and with the consent of the 
of the American Library. 
Association, Mr. G. B. Utley, the fol- 
lowing recommendation was made by 
George Winthrop Lee, librarian | 


2s 


worth | 


ation for such information as the fol- 
lowing: 
How to protect 


What is the legal flash point for 


‘remote resources. is: a big question. | | gasolene? and how is the flash point 


‘obtained? (Medford, Mass.). 
How is magnesium 
factured? (Exeter, N. H.). 


Will vou kindly send me list of auto- | 


(Honolulu). 
in 


Page? 
question came 


by 
the last 


con: nee of the recommendation 
arte are | Consequen 
| made, 


is not certain.) 


What did the American Library As- 
ciation do about this? It turned the 
to Mr. Lee. What has 
it? He has written | 

sending suggestive 


question over 
he done about 
| the questioners, 


| sources of information to two and ad- 


‘'vising 


| 
| 


the association to offer sugges- 
tions to the other two. Furthermore, 
he has taken pains to explain to the 
association that to acknowledge itself | 
the clearing house for information of ; 
every description is .in accord with, 
at least, the sentiment of its secretary, 


however many the obstacles to its im- | 
mediate working as such on a large | 


of the Stone & Webster Engineering} scale. 


‘the library 


heard by: 


de | 
.rians of the country, 
the 


- information 


Corporation, appended to a paper (on 


laboratory) 
meeting of industria] 
chemical engineers early 
April. 

can 


trial 
at a 
and 
month o_ 

“What 


in 


then, 


« “Why dwell upon anything so ob-| 
in the service of an indus-’?’ 
that was presented | 
chemists | 
the. 


this convention to | 


advantage do to perfect the ways and! 


of getting information? Can 
resolution, encourage the libra- 
under the name 
Association, 


neans 
it by 


of the American Library 
to act aS a great. 
and of research? 


“If.-a man 


D> 


Lee says. 
me on Boston 


vious?” Mr. 
approaches 


instinctively point the way. 


instinctively regard itself as the foun- 


‘tain head of information and encourage ! 


the public so to treat it. It does not 


take a mass meeting or act of Congress! 


or vote of the governing board of the | 


i 


I be- | 


lieve that those headquarters would, if | 


appealed to in this capacity, 
quate means to build up a service that | 


the | 
bdth of which “vere | 
>' Think 


the needs of the country! Perhaps a!cry from the house tops for financial | 


Monitor 


Associa- 


take ade- 


would give sensitive response to seek- 
ers for information who have not been 
successful through local resources. 
of the vantage ground the 
American Library 
rally enjoys with 
informing thousands of 


its machinery 


Association natu-| 


i 
' 


for | 


} 


librarians of! 


clearing house of) association to declare 


this function, ; 


but simply recognition: first, on the | 


part of the secretary as incident to his’ 
second, on the part of. 
‘the public as incident to the definition | 


regular work; 


We can, of 


that 


library. 
understand 


the word 
readily 


of 
course, 


capped for their other work, the asso- 
ciation will then be in a position to 


The Dictionary gives as 


CONSERVE, 


Jackson and Dearborn 
Dearborn afid Washington 


Conserve the Dollar 


The Policy of The Washington Shirt Company to sell 
men’s Furnishings at the lowest prices consistent with quality, 
makes the Four Loop Stores desirable places to conserve 


the Dollar by spending it wisely. 


l’urnishers to His Majesty the Ameriean Citizen 


ey ASINING | 


BSHRinzes 


FRED L. ROSSBACK, President 


FOUR 
CHICAGO 
STORES 


the meaning of 
‘‘to keep in being, keep alive.”’ 
servation of the Dollar is not accomplished by hoarding it, 
but rather by spending it wisely. 


the word 
The con- 


r 


=e and LaSalle, Otis Bldg. 
58 E. Monroe 8t., Powers Bldg. 


‘apper Golf 
at the 
Store 


The 


Shop 


Capper & ¢ 

down stairs 
Michigan Avenue is 
becoming headquarters for mor 
and more thoroughgoing 


hey 


and convenience. 


volfers. appreciate its 
completeness 
‘| hey like the 
interest in the 


It seems appropriate 


intelligent 


game which they 


find here, 


have such shop connected 


with a good men's store, 


, enquire about the three “Bags”, 


Capper & Cappers amazing 


golf balls, 


MILWAUKEE 
MINNEAPOLIS 


TWO CHICAGO STORES 
Michigan Avenue at Monroe Street 
Hotel Sherman 
(iothing ia Sold at 
Michigan Ave. Store 


the 
(iniy 


ome ee oe 


Sweater Coats 


in silk or wool—or 
any style knit to order A bi . 


Hosiery 


Lisle as well as silk. 


; tee 3 se 
Bathing Suits 
and other knitwear. 
All lines in all styles 
and sizes for the en- 
tire family. 

Dependable 

Merchandise 

at Dependab!e 

Prices. 


BLOCH KNITTING MILLS ™ 


CHICAGO, Ill. 


Adams and Dearborn Sts. 


CHICAGO 


—_—~ 


This Week 
We Are Holding 


Our 


Baby Week 


An Occasion of Exceptional 
Interest to Mothers. 


Semi-Annual 


Special Displavs 
Special Savings 


Eetabiisbed 1899 


[Edgewater 


‘Lae Company 


Cleaners 
Dyers 
Launderers 


5535-5541 Broadway, CHICAGO 
We Specialize in 
Family Wash and Wet Wash 
Phone Edgewater 430 


oehr Candieul 


‘'They're 
Good 
CONVENIENT LOOP STORES 
ear North State 17 Seuth Dearhern 
164 West Adams CHICAGO. U. § 
Mail Orders Filled 


Always 


aluminium from) 
| corrosion by coating (Cleveland). 


powder manu- | 


‘Common | 


asking where the Public Garden is, [| 
So, with: 


‘its more than 40 years of existence, | 
the American Library Association may | 


if} 
questions begin to come in such num-'| 
bers that the forces at the headquar- 
ters in attending to these are handi-! 


service which 


the public 


| very simple way to stimulate the bg backing..that it may render the very | Liberal candidates in certain con- 
library industry I have hinted at, 


is entitled 


stituencies were obliged to pay to 


to have. This would be a simple propo- have reports of their meetings pub- 


sicher: would it not? 


| chinery, it has 


and 


ben the lines of its present organiza- | ernment’s 


tion.” 


Here, then, 


It has the ma-'|§ 


had long experience, 


work. The public seems on the verge | 
of taking the public library seriously) 


' Mackenzie, 
vould need principally to enlarge | asserted that the speeches on the gor- 


lished in the newspapers. Mr. D. BD. 
leader of the Opposition, 


the House were 
in the newspapers 
s speeches. adding 


side of 
given more space 
than the Opposition’'s 


is the horizon of the; that what the country desired was a 


The 
of the 


free and urtrammeled press. 
Hon. N. W. Rowell, president 


for afl kinds of facts, and the library | Privy Council, contended that the rea- 


seems on the verge of asking the pub- | son for the almost unanimous 5s' 


[)- 


lic to give it financial support that it) /Port which the press gave the gor- 
may do a large service in response to @T@ment during the last elections was 


the public's legitim 


ee oe 


mate demand. 


‘CHARGES AGAINST : 
CANADIAN PRESS | ernment was looking into the matte! 


i 


Seen 


‘Special to The Christian Science Monitor | 
from its Canadian News Office 


OTTAWA, Ontario-—In the House ot/ STATE, To CONTROL 


Commons recently the Hon. Rudolph | 
Lemieux moved a resolution to the' 
| effect that all newspapers should be. 


compelled to publish the names of | 
their proprietors. 


In doing so Mr. | 


Lemieux said that the press exercised 
/a@ very great power, which was only 
| beneficial just so long as it remained | 


‘uncorrupted. 
‘of a Montreal 


ostensibly Liberal, 


He instanced the case | 


while | 
pur- | 


paper which, 
had been 


chased by the proprietor of one of the | 


big city Conservative papers. 


This, he | 


claimed, was done for the purpose of 


keeping out 


rivals, 


and while. the, 


‘Conservative paper would come out 


; With 20 to 40 pages, 


the other would 


be brought out with perhaps four. and 


, Was 
organ. 


against a 


pointed to as the lean Liberal 
Another 
section of 


charge brought, 
the Canadian 


| Special! 


that they were standing for the idea 
of conscription, in which thev  be- 
lieved. Regarding Mr. Lemieux’s pro- 
; posal, Mr. Rowell said that the gov- 


and an announc ement would be made 
‘in due course. ~ 


IDAHO ATHLE. TICS 


Science Monitor 
from its Pacific News (ffice 
BOISE, Idaho—By a new Idaho law 
an Athletic Commission created 
vested with the sole direct manage- 
ment over all boxing, sparring and 
wrestling matches and exhibitions 
given by any club or corporation. 
Membership in athletic clubs ig limi- 
ted tu persons resident in the State 
for at least one year. Such-eclubs must 
give.a bond for $5000. The Sunday 
rest law is also recognized in the 
prohibition of any boxing. wrestling 
or sparring match on Sunday. Ama- 
teur athletic clubs are not included 
under the supervision of the commis- 


to The Christian 
(Coast 


is 


press was that at the last elections) sion. 


A 


i 


t 


' 
; 


| 


HOES FOR_ 


aster_J bo oes 
Children 


for 


EVERY:DAY 


The “Foster” Special Play Shoe 


for growing children is both free fitting and designed 
for extreme hard usage. 


A shoe which holds the foot firmly and allows per- 
fect freedom of the toes. 


Made of selected flexible horsehide in pearl gray and 
putty colors—washable. 


FEE FOSTER.G COMPANY 


115 NORTH WABASH AVENUE 
CHICAGO 


Portable, Stands 
Anywhere 


EFASILY 


Knickerbocker 


Cc LE 


KNICKERBOCKER 


Fulton and Clinton Streets, Chicago. 


"MADE 
RiGHT” 


line of these 


full 


Luncheon and Thermos Bottle Cases 


No. 
inches, 
l-quart 


outside, 


No. S—For four 


215, x15x6 inches outside. 
food boxes and spaces for two s-ouare 
Thermos bottles or jars. 


Alone 


ANED ASD 


Motor Luncheon Cases 
TWO MOST POPULAR STYLES 
Ask for folder No. 217 showing 


i—For six persons. 
closed, 

Thermes bottles or jars. 
uble for even the smaller cans. 


different Motor 


21%, x 20 x 6 
Carries three 
Suit- 


and six persons. 
closed Two 


For 


Motoring: Shopping, 


Trav 
SANITARY 


CASE 


Est. 1900. 


THROUGHOUT 


CQ., 


Furs, Suits, 


31 South State Street 


Always up-to-date in stylish 


Waists and Millinery 


Chicago | 


Coats, Dresses, 


eGo, 


2709 W. North Ave., 436 West 63rd St. | 


a 


» Importers: Gowns, Suits 


—New Methods 
—New Merchandise 


—And an Atmosphere that is 
Different 


GORDON- 
TORRANCE 
COMPANY 


and Wraps 


SUITE 301. TOWER BUILDIXG 
Six North Michigan Ave. 
CHICAGO." 


Millinery 


-—-—_— 


A a ee ag 


Chicago 1 
| 


Kaplan Bros. 


Ladies’ and Misses C!oaks and Suits. 
Exclusive Styles at Reasonable Prices 


JZ SOUT 


HALSTED STREET _ 


; 
i} 


if 
; 


Kraus Riek Lesaee Co. 


CLEANERS 
and DYERS 


Phone ‘Garfield 5300 
Main Office and Works 


| 3517-23 W. Madison St. CHICAGO 


Branches: 
$101 Michigan Ave.. 71l Sheridan Road 


| 


23 West Washington St., | ARTH 
CHICAGO, LLL. i} perl cacti ins asec 


a 
—_—........— 


| 


ne of the high | Miss Garrison's second appearance in| 
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| i ’ ‘ | er to te areeKs cultivate eir 0- i sreece is due to -sighte« 
BWORK sie, 8 oc, vsz far. coma ie Je wg ears orto ECONOMIC STATUS src2 increas, atrte jac ein oreee ie due 9 he right] BOLSHEVIST REGIME 


obtain to oce “upy the leisure yt of | the Y. M. C, A. sent to France 600 col-— , ) . ’ 
the soldiers, and to do this with va- | lege professors and school-teachers. It | FE | Mussulman faith. _ plained above, cadeeary in Greec e oer NO’ 7 RECOGNIZED 
A. ABROAD rious forms of entertainment, athlet-jalso bought or had manufactured in OF GREEC S] IOWN P in Th an impetus in the last 15 years. The 
, ; rogress in essaly he : | } 
ies, worth-while educational activities,! this country a very large quantity of. fe: pit ies /Greek Government, however, did n@) Specia) to The Christian Selence. Montt 
‘ete. C an there be any doubt that, textbooks and educational supplies. rhe 


| progress achieved in Thes- | wait until the workers should demand | from its Washington News Office 
saly since its liberation (1881) is well | suitable Labor legislation. While in; WASHINGTON. District of Colambia 


az every father and mother, every wife ‘lt would be impossible to give any Drcsid f the Anglo-Helleni | 
mar “Committee ‘and sister, and the men themselves,'thing like accurate figures of| F resident of the /Anglo-rellenic | known, It demonstrates the agricul- | most European countries it took many | _ Denial was made at the State De- 
tural aptitude of the Greeks. The! years before a complete Labor legis- | 


nci O will approve the Y. M. C. A.’s course ,;the amount of literature that the Lea ue Ur es the FE manci a = a: | : | 
wa of rganiza- this respect? Is it not infinitely’ Y. M. C. A. has distributed to the! g Be Pp _ population, which in 1551 was 290,000, lation was enacted, in Greece it was | * 
tblic Report of | ‘better to do everything possible to; American soldiers in France, Ene- tion of Fertile Greek Prov-  '* ee 900,000. rhe pFICe of | voted upon on government initiative | Bition whatever had been accorded 
F d Th occupy the leisure time and to fill the/ land, Germany, and Italy. In brief, F Turkish D | lands crated | een tripled. Phe Phes-/ in a few years (1909-12 and 1917-18).| L. A. Martens, who claims to represent 
He oun em long dreary evenings of the soldiers | the more important items which the inces From 1 UrKIS omination mem ges Rega ; serf in arn ee ee d ithe Russian Soviet Government in the 
than to use the money in giving away, Y. M. C. A. has distributed to the men ee thse Sh tenifiicks (or large estates), gricuitural law F asse United States. The department. at the 
a larger quantity of cigarettes, choco-' up to date are over 5,000,000 bound) || hic ® Wacsiehs: “eae lao ” ~ sore se majority a free smail| «Similar legislation was passed 4S /| same time. urged extreme caution as 

vi of a) landholder. And this economic eman- | , ; | 
|far as agricultural labor was con-|to claims made by anyone to repre- 


lates, and other similar articles? volumes, 4,000,000 pieces of religious re se Sloawiew aeanan to The Christian , a; 

“Early in the war, because of its literature, 2,000,000 magazines. 10.-! Gijence Wonitor by Prof. seAnden | ¢ipation, a complement of the political | : aie te wie seb, pee > 
ow York—-George W. | inability to get certain supplies from 000,000 newspapers, mat 1,000,000 seamiedit: of ti Frain: Macthone taeda of ;eMancipation, is due not only to the ; cerned, For the lands included in the eet deroMnteonanm lle, 5 5 6 The of 
1 of the finance | the United States or elsewhere, the copies of a 96-page song ae embrac-, Athens. In parts I and II, which appeared | intervention ot the Greek State, but old kingdom of Greece, there was no) “The "Deve remaeit ail State has ré 
Raga a M-;y. M. C. A., through the courtesy and ing popular songs of the A. E. F. | ‘ghee aati ment Ge) Peer also to the initiative of the peasants | need of provision as all the land was ceived numerous inquiries regarding 
—— ana | with the assistance of the alge “Soon after their arrival in Fr rance, | TB ni sade ae eae dcseaeut with faced fed ree ge OR ‘point. that | 2lready in the hands of small land-; Mr. L. A. Martens. claiming to be a 
company with Morte | COVeTnmpent, succeeded in reopens a our soldiers. began to make inquiries | special reference to the political aspects | Greece has abolished the tithe je-; holders. In the newly acquired terri-| 'epresentative of a Russian Socialist 

y number of factories, the Y. M. C. A-'as to how they could send money) of the situation. In part II], which ap-_| 5 e tithe, a de- ' : ; Federal Soviet Republic. The depar't- 
ef 8. Brockman, and_ supplying the raw materials, super-' home. The Y. M. C. A: undertook this; peared on May 6, the financial policy of | testable land-tax, which, however » | tories the situation was Giserent. | ment feels it to be its duty to inform 
cing an investigation icing its manufacture, and taking the | remittance service, and up to April! “reece was reviewed. 'yields much revenue, and which has Here the greater part of the land had the public that Mr. Martens has not 


a ion, = Y ‘ ny: , ' > . - + . a 

L€ by the associat entire product. Twenty biscuit fac-'1, 1919, 323,432 separate remittances. IV | been retained by the English in | been divided by the conquering Sultan! been received or recognized as the 
blic a lengthy report! ioyiex 13 chocolate factories, three amounting to $19.542.396.46, were te Na eae ; Cyprus, and has been increased from | sresentative of the gov ent of 
z J O82 OJ0.40, NEW YORK, New York—lIn Spite Of | 19-15 per cent by the Austrians in ‘amongst the ‘Beys’ (feudal lords); representative ot! the government 


found them. This. , oe ie 
candy factories, and eight jam fac- made to the United States. No charge just ; ; . ' ; ' 1 ..' Russ or of any other government 
1 to answer in detail | ted in this fashion. | whatever ic ‘3 re UR aN this good progress the present Greek | Bosnia-Herzegovina. The allied pow- JUSt as In England it had been dis- Russia, “el ae ee ee = 
t have been leveled | — nd ee is say = -__| Whatever is made for this service. kj j if ers can be sure that if they attribute | tributed by William the Conqueror} AS the United States Government has 
| “The Y. M. @. A. also had to manu- | Te Seay cingdom ts not a self-sufficing country . : re \ -. nei not recognized the Bolshevist régime 
War record. It is) | fac enlhRin a ‘ry and other sup- Activities in Germany fasts to Greece the Grecian territories now  #™0Ong the Norman barons. A relic of | rt ~~ sn i 3 = | 
acture wriling paper and othe Dp in grain. The gyain production has this Turkish distribution of land were | at Moscow as a government, extreme 
+ rontributors 4 tne} +. : . le. it employed the: ‘Whe : hee: ‘al. held by the Turks, the Greeks nots . Were | ’ . . 
: ‘ , | plies. For example, it employe n our troops began to move’ poe, tripled ‘but, at the same time. th . large estates called tchiflick When | Caution should be exercised as 0 rep- 
iS ‘the Y. M. C. 'paper factories in Tolosa, Spain, to'into Germany, the Y. M. C. A. went : os ent ©, tHe “only will not render them waste, Dut | : — » _o Shes tations ade by anyone opur- 
: s that the aim of the | manufacture paper. One hundred mil-: with them and as rapidly as possible population has enormously increased,} will give them a greater degree of | B veanirs freed from Turkey in 1912-1913. sbrineoncbes: oor ii : ; ers ‘Bol: 2 t 
> ; ‘hole | ,. : ~<a ee ee ee ek eS standar ee baeu ? acedonia and southern Epirus, many, PorUpe: to represent © s - 
to look begs on lion sheets were made there. This’ opened up its activities all along the’! and the standard of living has risen. | utility. ; | tehiflicks had already mi into ne Government.’ 
_* Beaty pt ! ‘employed practically the entire town. line. On March 1, 1919, the Y. M. C. A.' It is computed that one-third of the! Since my arrival in America, I am | hands of Greek capitalists. But the. 
i. - e@ Vv se S ‘ . > : " ; ‘sf » »y ° - ve . * e | : : “ > ,are . . > } ° ° e ; \ : " , ’ ' 
“many cases contribu- | men, women, and children, for a con- was carrying on its activities for the! grain consumed is imported. There is Greek Government disregarded this; AMERICAN LEGION BRANCH 
- awe siderable period of time. And yet the army of occupation at 487 places in t] h . : : gn i : L¥< hi 4 
by people who had to) hird of thre total: G Re winka ' aa iey had the conviction that the peas- MANCHESTER. New Hampshire—. 
cin j to ive to output was only one-t 1ird OL tite Y . Germany. During the month of Is eb- ‘ants should become the owners of the | state br anc h or the American Legion 
a, f al % _ | amount of writing paper manufac- ruary, 1919, the Y. M. C. A. entertain- : | 'land which thev cultivate To effect ses Ol anised ta meeting of former 
ed on with a view tb tured in France by the Y. M. C. A.,' ment department gave over 500 profes- domination of the fertile Greek prov-! Greek Characteristics this a great agri¢uitural law pa ed ol seus here sedan Twelve delegates 
j e . -° ‘ " : ‘ ~ : oe 4 - e <j ‘ _. a . . nm : ‘ 9 ‘ , °% . . _ } , / x é < r. aSsec iS ‘ . : -™ 3 - y ad 
Penid ‘as hearty ; while large seg et wer en ee in Germany, gat inces.” [| quote from a French econ- “First of all, in Greece there is a!in 1917, provided for the compulsory to the national caucus to be held at 
New York. n all, over’a total attendanc 50.000, ; | i ae ee  Santats :; ae ep iit ro “i 
th e hundreds of thou- | Tiras Ree he of friting paper sdgiei ny eter of wes gente - " omist, former Cabinet member, presi- sufficient number of Socialists. But, | breaking up of large estates. It has. St. Louis the last of the week were 
oe . Ss . Ss 2 ‘ ’ “ ] DD {) Se 1iere Ww re yA ; re | a- ‘ it he i ous 4 oe .) * ‘ nae .o ‘ ° M tr . 3 ; a ° M4 . . 7 ? — % b ; 
He who contributed | with the necessary piniaaes, and 16.- teur performances. During that one @¢8t of the Société d'Economie Poli- |; the Greek Socialists, while they would been dictated by both humanitarian) named as~ follows: Col, George V. 
nation they would nat- | ~—6000.000 % rds were distributed month it s li d h Idi +) tique of Pari and editor of the naturally oppose any imperialistic, and economic considerations. The: Fish. Mai. Frank J. Abbott, Lieut. 
“te é ‘ ) : , S ‘ S ‘ ‘. , c ie < > » | . . . . . ‘ . . . ‘ m . 
5 e J re ca re aa i upp ten © sordier thew - : | policy, feel it is their duty to contrib-| law aimed at a just distribution of. Flliott Carter. Sergts. Walter J 
~ rc . . — ¢ ns y : ‘ WS “ ¢ : yt ia ~~ . "a pAe 7 : ° p | . } 
his Peport does not |‘? ‘Xe Soldiers. | ce oe ere shor ash ea 3s bashonpaddiicdamaadat a des Economistes, Mr. Yves! ute to the political emancipation of: land and an increase of production.| Hogan. William J. Murphy, Herve 
> Y. MC. A. activ-' Magnitude of Work ' nl page ev g ap pi e ae a ae wee ae 7 _ | of their subject brothers, and as 1, Another additional benefit brought|L’Hereux, and Jerry Waldron; Corp, 
: . j t , ‘ Q | ‘6 6 ‘ ‘e "Osi * e . ° * - B . . 3 ” - . - . ' . : 
ed Siates, or in the “On March 1, 1919, the Y. M. C. A.| migtakes "Sa mee apes “3 / | ape are pbntsine plains, but they have already explained in an earlier | about by this law is the fact that no|H. E. Deschenes, Mechanic John San- 
s of Europe with the! had in operation in France 587 build- | ;, i pene vase 4 Lay a9 eh Lr eligensapuigpen oe ) ey ar’ 11 | article, the policy of Greece is one of; rural bolshevism, no ‘jacquerie’ is| tos, and Ptes. C. Fred Maher and 
t or than in France. | ;,. € various kinds which it had & spond to every cali that the army | Thrace and in the’ Province of Smyrna, | emancipation, not of imperialism. threatening Greece.” Arthur Trufant. 
hy ings oF variou: : made on it. It never hesitated to’ where a large number of Greek agri- | “oO he } hi; a] 
| and italy. ori... ih on Ragen | vn mind | | n the other hand, although the 
ESS) + . erected itself 596 whit h it had le asea, aeckloa .- , ‘ac ack ve > . efe ar ; | 
. ; , tackle any job it was asked to under-  culturists are to be found. | Greek ne ave « ’ 
war, etc, and 782 centers in tents and army) jayo. fia 0 eee ie | | Greek people have suffered much dur- | 
buildings For the most bart these a ie “4 did not sidestep ud — i “It has been fashionable, in certain | ing the wars, they have not felt the. 
buildings are used as centers where was asked to perform. Tt took the! circles. to compare the Turk agricul-;| hardships as much sas other peoples. 
isiders the different a position that it was in Europe to do) tyrist with the Greek merchant or the, This can be explained. The Greek is | 


the men can congregate. Protestants,’ .1) 5 . eo anne Lal 3 , ane ‘ , , 
wk by departments. | + abner f Rie ath ne ck. at) are wel- all it could, as best it could; that w hen Greek — sailor. But in Macedonia,| frugal. Moreover, during the years | ; a 
meereonnel, giving | come to use the facilities provided, for ti ae Cantey 08 0 remuel id oo Ol three-fourths of the landed proprie-| of 1914-1916 he has realized big profits | | © os | Q ie 
, any kind, its duty was to respond in!tors were Tfirks and had their lands’ from his merchant marine. There; . | 2 U 


on, ente - , ) any or 
sport eb ga |which no charge is made to any OT- the same spirit that the soldiers did, | ivi me? i ’ hi i- 
. education. and eiicetion or any sobiier 7 a : “ <oe : : “ |i, cultivated by Greek peasants who’ has been also an increase of his agri- 
: « ae ee. Te , und not hoi macK DeECAaUse aaverse Clr- yere ‘Orce ay " Ta. TY) - , 7 TT Oo +: . “1c j if’ | y ) Bet 
3 11, 1918. It reads in oe Bae hecinning fof its work in| cumstances might make ‘ leatiieettele | ah i ae dng to Bap er nets em- | cultural S neiptrons oan a = in their | |? to 25 No. State St.., Through to Wabash Ave. 
aye mst 8: love hy ‘ks themselves | prices » streng > econ a 
. . .- |France the Y. M. C. A. organized an | eet wit] ax success. Surely eonngrtibe ‘ a marae titi <a aida oe ole See 
7%. Was very much cir- popes hs page \ tank te es y meet WHE Masamum success. ourely | terrorize the farmers. In Asiatic Tur-| structure of Greece can be easily 
Beforts to secure men | &thletic department an tts » * every contributor of money will ap-| key, the Mussulman labors still with! judged from the steadiness of the 
=— 7 2 ats a £ ATE Ce >t i‘ S ” . a " r ‘ "« se 1 } : ; ? : 
for these men could nited State: ” mri waite ~ i : pou prove the Y. M. C. A.’s course in this! g piece of iron hooked on a stick,!| Greek exchange; whereas the _  ex- 
at ' se ' . , " irae * i ASSIS . ‘oc 7. 79 . i ‘ ° P . ae ‘ 
trained athletic director 7& respect wherever the Greeks or the foreigners | change in Italy rose surprisingly high, 


Mm those who were sub- | ‘eanizing athletic games of | | 
Semeiner could they | en 'm organizing | Ae | have not taught them to utilize mod- and suffered substantial rise even in | 


men much above the) Various kinds. During the t dose: bes 1918 MR. WILSON ASKED ern agricultural implements. With! France, the Greek exchange, though | 
- fie Work at many} #04 1919 it provided over 2,250,000 ath- a — : their fatalistie superstition, the Turks! the country is a small one, and has_ 
« p streniious a charac- letic articles. — Included in this we dan lO HELP ARMENIA usually cultivate only such portions | been in war practically since 1912, has | 
med by men much be-| £4fe are 049,000 baseballs. Bees" of their lands as will yield sufficient | remained steadily at par. Writing for | 
; This limited the | baseball bats, 644100 fielder's congo Special to The Christian Scienee Monitor, produce to sustain them and leave the! the American public, which is well | 

Pmen could be called | 89.000 indoor baseballs, and jes froin its Bastern News Office rest uncared for. A trustworthy wit-| versed in matters of economics, I con- | 

a comparatively few footballs. These supplies were given! Nipw YORK, New York—-The Amer-| ness, Lord Carlisle (A Diary in Gre®k| sider it unnecessary to emphasize the | 

ito the soldiers, lean Committee for the Independence and Turkish Waters, p. 77), testified | Significance of this fact. 

a A. never solicited | “The Y. M. C. A. has carried on of Armenia. of which James W.' that the bie Turkish landholders pre- | “Finally, the absence of bolshevism | ; 
pur 0 living away various forms of entertainment On 4) Gerard, former Ambassador to CGer- es * : Pore s a ; 
lurpoxe of Kiving awa, Given by corsetieres who 


if the Y. M. C. A, colossal scale. Tt is operating a num- many, is chairman, has sent a petition 


ta canteen supplies in | be of theaters in different places in to President Wilson. asking him (0) “THE SEVENTH INNING” really KNOW CORSETS 


France, and is providing the best plays. « i S cure | sure ' 
le of ita sales, it) Fran in | K . “doh ufmost to secure and insure | Cartoonist Ripley in the Decatur (Ill,) Herald, Reproduced by permission. 


rin thie activity alone | that can be secured, without charge the independence of Armenia, includ. | 
nh money nn its entire | tor admission or Ca pense of a +: kind ing the «six Viluvet  Cllicia and the | k INVITE women of unusual hgures, and 
France for all ite a iio the soldiers, Krom Feb, 1, 1915, to) jittoral of Trebizond in Turkish Ar } | 
0 tani policy of the! Mareh 27, 1419 the Y. M. C. A; had’ menia, Russian Armenia and Persian Z the slender miss just as eagerly as those of 
.. y +E 1G 7a" Tie yt ‘Ts ‘ | Zev : ‘ . SS. @ ! moe ‘ , 
# to sell canteen sup i. Amer) an enter ‘inet ine van Armenia; to exert his Rreat Influence | Fe. Ta ae 7 ~ average size, and will be pleased to exhibit the 
¥ cost as possible, and) Freneh entertainers, che number to the end that the Peace Conference Hite oe 3 keer , | 
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the New 
York Glants’ total count of six. Brook- 
lvn still heads the list and increased 
its lead Tuesday by capturing its game 
with the Philadelphia club. 

Other results in this league were 
Chicago's shut-out of Cincinnati, 7 to 0,' 
ouis’. win over the Pittsburgh 
to jl, 
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club, 


GIANTS WIN FROM BRAVES 

NEW YORK, New York—The New 
York Glants won Tuesday's game here 
from the Boston Braves, 6 to 4, due 
mostly to the erratic pitching of the 
visitors’ moundsmen and the _ loose 
support by the other Boston players. 
The score: 
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New Yoark e- 1 4 
Boston i 7 
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BROOKLYN WINS, II TO 9 
BROOKLYN, New York-——The Broox- 
ivn Club won a hitting match from 
the Philadelphia Club Tuesday. The 
score was ll to %, the locals amassing 
15 hits off the three pitchers used by 
the visitors. The score: 
Innings 3 

Brook! vn 
Philadeinphia 
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(TBS DEFEAT CINCINNATI 
CINCINNATI, Ohio—-The Cincinnati 
Nationals were ou! form Tuesday 
and lost to the Chicago Cubs to W. 
Vaughn pitched a wonderful game 
holding the local team to three scat- 
tered hits. The score: 
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New York The 
Technology golf team 
the Columbia Univer- 
links of the Garden 
Monday, the Atlanta 
b () Only four 
appearance, and in 
the four-ball Kh. T. Jones Jr. and H. M 
Schiey defeated A. L. Walker Jr., for- 
mer Richmond County champion, and 
J. T. Tunis, while the other southern 
pair, Perry Adalr and Thomas Pres. 
colt, were too strong for E. L. Rohden- 
berg and H. 8. Schreiber. The winners 
won 2 to U0 in the four-ball and 4 to 0 
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NEW YORK (Gjeor 
via Schoo)! of 
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sity team on the 
City Golf Club 
boys winhing 

Visitora put in an 
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pF. MURPHY TO WASAGE 

HARTFORD, Connecticut 1) KF, 
Murphy has been made manager of 
the Hartford Kastern League baseball 
team. He managed the New Haven 
team of the same league in 1918, and is 
a former member of the Philadelphia 
Americans. His home is in Norwich. 


DARTMOUTH GCOLFERS WIN 
WAVERLEY. Massachusetts The 
Dartmouth College golf team defeated 
the Harvard vareity in their. dual 
match at the Belmont Spring Country 
Club, Monday, 12 to 4. ‘The result 
was somewhat of a surprise. 
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Two Former Varsity Stars, | 
M. A. James and Henry, 
Raeder, Are Coaching the’ 
Purple Candidates This Spring. 


Special to The Christian Science Monitor 
from its Western News Office 
EVANSTON, Illinois—After an ab-| 
sence year from the sport, 
University has revived 
lawn tennis again this spring, under | 
the coaching of two former star var- 
A. James and Henry | 
Raeder. Thirty-four candidates have, 
taken up their racquets, but this list, 
of course, will be considerably re- | 
duced by the tryouts called by the! 
coaches, The first important compe- 
tition was that against. the Chicago | 
Tennis Club, for two years the cham- 


of one 


over 


sity players, M. 


pion team of the Chicago Tennis Asso- 
clation, 


Although without much hope 
of defeating the Chicago Tennis Club, | 
the Northwestern team seized on the 
chance for first-rate practice, before 
opening its Intercollegiate Conference 
Athletic Association season of dual 
meets, . 

The first trvout of the Northwestern | 
court game team resulted in the se- 
lection of six men; No captain haa | 
been named, as the business of form- 
ing a varsity tennis team must be con- 
ducted from the ground up again. 
There was no tennis played last. sea- | 
son at all. Following are the six men 
Who disclosed most promise, in the 
eves of the coaches, at the start of the} 
S€as0N: 

R. A. Holmes ‘19 
%. M. Singleton ‘2), 
m. G Slianchard 


Kraft 
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Kenneth 
D>. C. Rossiter 


“1, and Gohlan 


R. 


were supposed to 
qualify a varsitv squad of about 12, 
but adverse. eonditions have delayed 
the selections. The regular team will | 


Further tryouts 


-not be definitely known until] after the | 


competition with the University of 
Chicago team today. In the meantime, | 
the turnout of a considerable number | 
of candidates for freshman class nu- | 
merals in the sport is an encouraging | 
indication for 1920. There is. little 
expectation of a Conference champion- | 
Ship team for 1919, at the local uni- 
versity, as it is realized that building | 
up the sport again is not a matter of) 
only a few weeks. 

Holmes and Singleton, two of the | 
best players, are only recent adjuncts | 
to the team, having returned from 
Furope with a war unit.a few weeks 
ago, after two years’ service abroad. 
The others cf the team who have been 
mentioned, played most of their tennis 
in preparatory schools of this section. | 
Following Northwestern's tennis 
schedule: 
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Boston should be represented ud 


very strong team in the 


which is to be 
next month on the links of 
wamis Club, Rve, New York. A series | 
three team competitions is now 
held by the Greater Boston as- 
sociation for the purpose of selecting 
the players for the big match. 

The first competition was held over) 
links of The Country Club, Civde 
Hrookline, thi® week and 
that there are number of 
who wil] make strong con- 
tenders NO less than 32 players re- 
ported for the match, and the teams 
were captained by Miss Harriot Cur 

former national champion, and 
kK. (. Osgood, Miss Curtis’ team 
won ll to 4° with one tie match. 

One of the most interesting matches 
was that provided by the 
It was won by Miss 
Curtis, 3 and and her golf showed |. 
many flashes of its champlonship | 
class when she won titles regularly 


WISCONSIN TAKES 
THE SECOND GAME, 


The (hrietian 

! Western 
BLOOMINGTON, Indiana Univer- | 
tity of Wisconsin evened up matters 
with Indiana University, Monday, for 
the defeat the Hoosier nine adminis 
tered Saturday, by coming from, be 
h.nd in the ninth inning, and secorine 
three runs, which turned the tide and 
pave them a 4-to victory. Marion 
Jeffries ‘21, the Indiana pitcher, weak 
ened in the last period, and allowed | 
two hits, one of which wus a three- | 
hbaggel The seore | 
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\y | in 6 
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HARVAKD COURT-WEN WIN 
"The Monitor 
CAMBRIDGE, Massachusetts--After 
a hard and long-drawn-out struggle 
Harvard University's tennis team suc 
ceasfully vanquished Columbia 
versity’s court-men on 
Tuesday afternoon, by 
matches The 
match was iff question 
etroke had been plaved in the first 
doubles match, for the visitors had 
captured two of the singles events and 
the third of the doubles matches to a 
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Professional Golfers Association 


Selects Links at Roslyn, Long 
Island, for Championship 


Special to The Christian 
from its Kastern News Office 


NEW YORK, New York—The En- 


_gineers Country Club at Roslyn, Long 
the) 
Golfers 


heen selected for 


the Professional! 
championship 
tournament, which to take place 
Aug. 25 to 30. This the first time 
that a big tournament has been held 
these Jinks, which only a 
year old, and it is expected that the 
event will draw a large entry, includ- 
ing all of the leading professional 
golfers of the United States, 

When it was decided, about 
months ago, that the 
would be held Aug, 25 to 
mittee was appointed to 
links, and this. committee has just 
rendered. its decision in favor of the 
A number of other clubs 
for the event, including (the 
Fox Hills Golf Club of Stapleton, 
Staten Island; the Hollywood 
Club of Deal, New Jersey; the Canoe 
Brook Country Club of Summit, New 
the Shennecossett 
try Club of New London, Connecticut, 
The committee which decided the 
unanimously was composed 
John Mackie, Inwood Country 
Club; W. F. Reid, Wilmington Coun- 
try Club; George Sargent, Interlachen 
Golf Club; Herbert Strong, Engineers 
Country Club; John Hobens, Engle- 
Country Club, and James 
Maiden, Nassau Country Club. 
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30. a 
select 


the skill of the very best profession- 


als. as it is a natural one with no two 


'holes presenting the same character- 
| istics. 


The best amateur card which 
has been made over it 81, which 
was made by W. M. Reckie of the 
Upper Montclair Country Club, who 
recently won the spring golf tounna- 
ment of the Country Club of Lake- 
wood, New Jersey. 


is 


Open Golf Program 


'H. F. Whitney, Secretary of the U. S. 


G. A. Announces Rules for Play 


NEW YORK. New York—Secretary 
H. F. Whitney of the United States 
Golf Association issued the program 
for the United States open golf cham- 
pionship tournament, which is to take 


Golf | ington Club 


and 


Science Monitor | 


; 


} 
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CLUB ATHLETICS 


A - 


RED SOX ARE NOW 
IN SECOND PLACE 


Shut Out Washington Club, 2 to 
0, in Opening Game of the 
Fenway Park— 


Series at 


St. Louis Wins in Twelfth | 


_AMERICAN LEAGUE STANDING 


(*lub— Won Lost 
Chicago 

Boston 

Cleveland 

New York 


| Washington 


; 
' 


Iwo 
idurnament | 


Coun. . 
stood 


St. Louis 
Detroit . K “An 
Plime oe iw 8 23 
TLESDAY'S RESULTS 
’. Washington 4 
Ihiladeiphia 3, York 
(‘hicago 3, Detroit 
St. Louis (leveland 
(GAMES TODAY 
Washington at Roston 
Vew York at Philadelphia 
lretroit (Chicago 
St at Cleveland 


Roston 
New * 


’ 


. 
a) 


Al 


Lou! 


Specially for The Christian Science Monitor | 


BOSTON, Aided 
ulike by their victory over the Wash- 
of the American League 
the defeat of and 
York the other Clubs that 
between them and a first divi- 
sion place, the world’s champion Bos- 
ton Red Sox are today next to the 
league’ leaders. The Chicago 
Sox continued their winning streak, 
defeating the Detroit Tigers. 3 to 
and maintaining their place at the top 
of the list. 

The other 
Tuesday were 


Massachusetts 


by Cleveland 


Now {wo 


league 
victory 


results ‘in this 
the Athletics’ 


over the New York team, by a single 


| 12 


place on the links of the Brae Burn. 


Newton, Massa- 
and 11. 

to consist 
for 18 
number 


Club, West 
chusetts, June 9%, 10, 
The competition, 
medal play, calls 
first day, a like 


ms) 
(~~ 


of 
holes 


on the 


-June 10. and 36 holes on the third day, 


the 
of the first 


the best scores and ties, 
two days, to compete. 

the first title event to be 
1916. and will be decided 
different conditions than _ ob- 
at that time. When Charles 
Jr. won the championship at 


64 with 


This is 
under 
tained 
Evans 


‘the Minikahda Club. Minneapolis, Min- 
| nesota, 


the competition called for a 
qualifving round on the first fwo days 
half the total entrants competing the 
first day and the remaining half the 
second day. The 2°22 best scores of 
each day qualified for the champion- 
ship. The executive committee of the 
l. S. G. A. in 1917 adopted a resolution 
to increase the amount of cash prizes 
for the professional meeting, that 
the first award is now $500 and a gald 
medal instead of $500, other prizes be- 
ing follows: Second, $250: third, 
$150: fourth, $190; fifth, $75; sixth, 
$65: seventh. $55; eighth, $45; ninth, 
$35. and tenth,- $25. In case‘of a tis 
at Brae Burn, an 18-hole stroke «om- 
petition will be held June 12. Entries 
must be in the hands of the secretary 
of the U. S. G. A., at 17 Broad Streei., 
this city, not later than 5 o'clock Mon- 
dav afternoon, June 2 


UNION BOAT CLUB 
GIVES UP ROWING 


SO 


as 


‘ 


Specially for The Christian Science Monitor 

BOSTON Massachusetis -Crew Aw 
ing has been abandoned for the remain- 
der of the at the Union Boat 
Club according a decision reached 
by the club authorities at a recent 
meeting... This means that another op- 
ponent for the Harvard University 
eight will have to be found before the 
last day of the regatta on which the 
clash of the two crews was to be the 
feature event. 

The reason assigned by Capt. C. C 
Lund of the Union B,. C, for the club's 
action, was the lack of material due 
to the large number of members now 
abroad in government service, It 
hoped, he stated, that another season 
the ciub will be represented bw an 
eight which will be able to complete 
their schedule, 


Reason 
to 


is 
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Garter Comfort 


Watking 


Pleasure 


real 
wour 
it's 
hob 
binding 


may he ff 
when 
proper garters hut 

#n unpleasant 

with tight 
carters, Cilve your. 
elf a treat buy 


THE 


you 


if 

our 
Beale: 
cannot 
supply 
you, donet 
acceplaaudb 
sfitute. Rend 
hia name and 
price (oO ua. 

Then you will know what real ‘Garter Lasury"’ 
means with never a thought of what's holding 
up your socks, 

/ 4. Garters are the ORIGINAL wide-webhing 
garter made Wide for your comfort. Our trade- 
mars you of 

Single Grip E. Z. 35c.. 50c. and $1.00 

The E. Z. 2-Grip 45c., 60c. and $1.25 


THE THOS. P. TAYLOR CO., 
Dept. R Bridgeport, Conn, 


‘ 


GA 


The One 


That Won't Bind’ 


i= 


of 


ie I Gress Teo 
RYER 


tally, the final score being 3 to 2. and 
the St. Louis Club's win over the 
Cleveland team 6 to after a hard 
and long-drawn-out struggle through 
innings. 


ra 
oO, 


ee 


RED SOX DEFEAT WASHINGTON 


BOSTON, Massachusetts The 
world’s champion Red Sox team got 
an early start in Tuesday’s game with 
the Washington 
won 2 to 0. Caldwell of the Red Sox 
held the Senators to three hits. 
score: 

Innings 
soston 
Washington 

Batteries 
Harper, Craft 
(Connolly and 


3486738 $—R 
Oo 08 0:0 2.79 
rFnHAnhadd oO—A e 
and Walters: 
Picinich. Umpires— 


1 
<2 
TL 
(‘aldwe!l! 
and 
Nallin. 


H FE 


ATHLETICS DEFEAT NEW YORK 
PHILADELPHIA, Pennsvivania— 
The Philadelphia Athletics 
the New 
day afternoon 
game. The visitors 
misplays and a total 
was charged against them. 
] es 678 320 2 
ee poe © 6 @ 2 8 <@ } 

New York OO @1t@6006801 0 G- 
Batteries—Perry, Seibold, Kinney 
Perkins,- MeAvoy; Thormahlen, Shawkey 
and Ruel. Umpires—Owens and Dineen. 


” 


» 
oe pt 


in a 10-inning 
made frequent 
of four errors 
The score: 
H E 
9 1 
10 4 


Lo 


Innings- 
Philadelphia 


"» 

> 
” 
- 


WHITE SOX DEFEAT DETROIT 
CHICAGO, TIllinois--The Chicago 
WhitesSox had a 
interesting pitching 
Boland and Williams 
day's contest from the Detroit Tigers, 
+’ tol. The score: 
Innings 1 
(‘hicago ete @ 
Detroit 7Aoadond 
Ratteries 


and Stanage, 


duel between 


-2 » 678 9 
26 © w= 
9 0d OG.) 


RH EB 
a 


9 


Yelle. 


ST, LOUIS WINS IN TWELFTH 
CLEVELAND. Ohio—The St. 
Americans made a rallv in the ‘ninth 
inning of Tuesday’s game with the 


833 after 


White | 


Americans here and 


The | 


| > } 


defeated | 
York Americans here Tues-. 


nology. spoke for the university ath- league club 


presented to the association by H. L. 
Pratt, chairman of the Physical Work 
Bureau of the association. ! 
The cup is 12 inches high. with 
three handles. and is provided with 
three shields for inscriptions. It is 
presented following a proposal by Col. 
W. C. Johnson of General Pershing s 
staff. chief athletic officer of the 
ican expeditionary force, to in- 
e interest in rifle work. This 
creeping with General Pershing § 
n for a trophy to be presented 


C. A. trophy will 
an army teams each year, it is hoped. 
The trophy will be sent to Paris un- 
and will be immediately 
the” rifle 

closes on May 12. 


INDIANA WANTS NEW 


presented 
competition, 


? 


which | 


ARMY MARATHON 


ate ee 


Intermediate Section Wins Cham- 
pionship Track Meet of the 
American Soldiers at Le Mans 


PARIS, France (Monday? Tin 
track meet held by the American so!- 
diers in the service of supply depart- 
ment at Le Mans closed today. with 
the intermediate section winning the 
championship. The eight-mile Mara- 
thon was won by Fred Faller of the 
Dorchester (Massachusetts) Club. his 
time being 41m. 53s. P. C. Thompson 
threw the javelin 164ft. Sin. 

Lieut. Paul Treanor of Boston won 
the lawn tennis championship of the 
army of occupation today. 

The divisions of the army 


. 


of oceu- 


pation have formed a baseball league 


ATHLETIC DISTRICT 


Science Monitor 
Ciffice 


It 


Special to The Christian 
from its Fastern News 


NEW YORK, New York 
pected that the Amateur 
Union of the United States will soon 
create a sectional body for the 
state of Indiana. The movement 
been under discussion for some time 
with Benjamin Levy of Indianapo!is, 


new 


‘An American 
is @X- | 


Athictic | 


semi-professional!l 
rosters of the 

which wil! tour 
Coblenz Bridgehead. 
rugby football team, 
with stars from California, has been 
formed and will meet a team selected 


ande 
the 


professional 
players being on 
different teams. 
throughout the 


‘from men in the tenth French army. 


formerly of tMe.Glencoe Athletic Club, . 
Followers of junior lawn tennis in this 


taking a leading part in favor of such 
a step. 


Indiana athletics now 


come under’ 


the jurisdiction of the Central Asso- | 


ciation, which nas its headquarters in 


has | 


Chicago, and it is claimed by Indiana | 


athletic followers that they are 
far from Chicago to permit of getting 
the most out of their athletic activities, 

Herman Obertubbesing, chairman 


LOO | 
/ matches. 


JUNIOR INTER-CITY 
LAWN TENNIS MATCH 


PHILADELPHIA, Pennsy!vania 

section of the country are much 
pleased over the announcement that a 
team match will take place on the 
courts of the Philadelphia Cricket 
Club June hetween junior teams of 
New York and Philadelphia. There 
will be six singles and three doubles 
Philadelphia will enter a 


team in the Metropolitan junior cham- 


of the redistricting committee of the 


Amateur Athletic Union, has been in 
communication with 


impressed with the request. 


‘for the 
nm } , the Indiana au- | trophy is to be known as the Hosmer | 
thorities and is said to be favorably | w. Hanna trophy. 

S. J. Dal- | 


las, president of the Amateur Athletic | 
Union, is expected to visit Indianapolis | 


in the near. future and look the 


Situation over. 


BOSTON UNIVERSITY 


DROPS BASEBALL 


BOSTON, Massachusetts —- 
University will not be represented on 
the baseball diamond this 


owing to 


pionship tournament in June. 
W. T. Tilden 2d has presented a cup 
inter-city competition. The 


PICKUPS 


There are already 15 postponed 
games to be played off in the Ameri- 
can League. Nine of them are in 


western cities. 


' 


ee eee 


It looks as if Pitcher J. A. Shaw of 
the Washington Americans was going 


Boston | after the major-league home run rec- 


ord. He has made three this season and 


the athletic policy at that institution. | 


may be permanently dropped, as 
‘under normal conditions the Boston 
University commencement is 
uled for the first week in June, while 
June is the baseball month. 

~ Dr. Allan Rowe, formerly of Tech- 
and stated that 


letic council 


sched- | 


including Monday’s games was lead- 


season, ing both leagues in this department. 
the unsettled condition of | rete ie 


All that the Philadelphia Athletics 


It is considered possible that the sport ;"°¥ #PPear to need to make them a 
| | first-division 


team is a little better 
defensive streneth. Their batting is 
strong and a number of their games 
have been lost through poor pitching 


or fielding. 


—— 


very often that a major 
ties a game by making six 


It isn't 


tracK/ runs in the ninth inning, as was the 


i 

athletics as a major sport, and wres-! case with the Chicago Cubs Monday. 
They did even better than this by win- 
ining it in the twelfth and crowding 


and 


tling, fencing, and swimming as minor 
sports were approved by that body. 


RUSH GOING TO CORNELL 
NEW YORK, New York—J. H. Rush 


_will be head football coach at Cornell 


little the best of an | 


; 
} 
| 


and won Tues-. 


tniversity next fall, according to pri- 
vate advices received from Ithaca on 
Saturday. He has been named by the 
Cornell Athletic Council to succeed 
Dr. A. H. Sharpe, who recently ac- 
cepted a similar position at Yale. It 


‘is understood that his contract will be 


Williams and Schalk: Boland ' 


Louis 


Cleveland club and ran the game into’ 


three extra-innings, finally winning. 


h 10 o 


(‘oummbe of the local team was | 


steady in the early part of the game, | 


Way 
score: 

56.8 81601112 
oer: & 
= & 2 ae 


had to give 
freely. The 
nes ee ae 
ieuis 00000 7 
(‘leveland & &: @.-@ FJ 

batterie lravenport, Hawthorn 
Severeid: (oumbe, Morton and 
Moriarty and Hildebrand. 


but 
hit 
rin 
St 14 3 
6 3 
and 


” . 
aah 


3 


[ ompires 


NEW RIFLE TROPHY 


RHE. 


Neil. | 


OFFERED BY Y. M.C.A.| 


Christian Science 
from icastern News Office 
NEW YORK, New York-—A cup 
be offered by the Young Men's Chris- 
tian Association, as a competitive 
trophy for the American expeditionary 
force rifle championship, has been 


The 


its 


Special to 


An Appealing Style 
for Stocky Men 


Hik. Short man averages 

high as a successful cit- 
inen, 
I'resh from our workrooms, 
specialized for him, is a Gray 
Worsted Serge (three 
shades) developed into Sack 
Suits, The Style visibly 
minimizes the appearance of 
weight to a degree vou will 
at once appreciate, 


Ready-to-Wear. Priced at $50 


340 Washington Street, Boston 


FENWAY PARK 
TODAY AT 3:15 
RED Sox vs WASHINGTON 


Seats at Shumaa's Phone Beach 1680 


Monitor | 


to | 


to Morton when | 


for one year. He coached Princet>n 
during the seasons of 1915-16-17. 
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FOR, The ew 


ARROW 
COLLAR » 
for Spring 


Cluctt. Peabody e% Co.. Ine. Makers. Trey. N.Y 


nation Soa LN ee. RR RD 


Advertiacment, 


Long Wear 


| 
| 


and Economy 


“Last year I purchased a standard 
make of shoes, and in sixty days the 
~oles were wern through. [ had them 

with Neolin Soles which 
me six months itn the same 
thut wore out the other soles 
in two,’ writes E. A. Lancaster of 
Lancaster « Company, jewelers, 
Gireeneville, Tenn, 


re-sated 
histed 
service 


Mr Laneaster’s expertence with 
Neolin Soles is not unusual. Millions 
of people can testify to their long wear 
and economy. To reduce vour shoe 
expense, buy Neolin-soled shoes. You 
can get them in many styles for every 
member of the family. 


ereated by science 
to be comfortable and waterproof as 
well as long wearing. Good repair 
shops _carry them. Ther are made 
by The Geodvear Tire & Rubber Co., 
Akron. Obio. whe also make Wingefoot 
Heels gudranteed to outwear all 
other heels. 


Neglin Soles 


Neolin Soles are 


, Cincinnati 
‘championship standing. 


| 
i 
; 
| 
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' 
' 
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out of first place in the 
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SHIRT 
TO MEASURE 
<S> 
UNUSUAL 
NECKWEAR 


HOSIERY 
ROBES 
ETC 


FROM THE MASTER LOOMS . 
OF THE WORLD 


| 


| 

i 
ti} 
] 
i 


[ Sle FIFTH AVENUE 


NEW YORK 
PARIS- 6 RUE DE CASTIGLIONE 


KS A 


¥4 to 5. Ton Cannes 
NOYES-BUICK CO. 


17 LAWTON ST. 
Boston, Mass. 


—_— 


te eee 
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“SAY IT WITH FLOWERS” 


| A. Warendorff | 


Flowers 
Fifth Avenue near 33 Street 


» 


$2 


iH ' PHONE 4967 VANDERBILT 


| 1193 Broadway near 29 Street 
i PHONE 119 FARRAGUT 
NEW YORK 

Cc Service, Reasonabie Prices 


ourtesy, 
Our telegraph delivery exiends to every 
importapt city in the world. 
SESE 


| 


7 Detroit 


Back Bay 8823 


) Electric 
E. Y. STIMPSON 


530 COMMONWEALTH AVENUE. BOSTON 


2 
; 


Land 
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BUSINESS, FINANCE AND INVESTMENTS 


BOSTON STOCKS ‘FOOTWEAR TREND BOSTON BROKERS DIVIDENDS 
ey se IS STILL UPWARD ‘declared its sogebie eaniiaeaaad 


AOA I LE OT 


DIVIDENDS 


oom ‘ 

ae ; ; 
~ 
be 

Re’ 


‘ 

‘nages. Efforts to include all evnten | 

in the sales meet with a limited suc- 

cess, as might be expected. Prices are 

easily held. The better goods have 

now reached 80 cents for colors and | 

75 cents for blacks. The situation is 

very strong, and the supply is closely maa! of record May 17. 

sold on all desirable tannages. New Rates of Commissions for. Henry L. Doherty & Co. announce 
Side upper leather is moving well. | Buying and Selling Stocks that the monthly distribution on 


Sales are many and the business biz | Cities Service Bankers Shares, pay- 
in volume, with prices high. April | Designed to Meet Increased 4ble June 1 to Bankers Shares of rec- 


ord May 15 will be 41 cents on each 


LOCOMOTIVE CO. 
OUTLOOK BRIGHT 


Low Last 
lil% lll. 
4 R45, 
103 Vas 103 % 


wala TO RAISE CHARG of 1% per cent a share on the pre- 


F Aon Agri Chem 
ee . ferred stock, payable June 2 on stock 


| Am Bosch 
‘Am Tel & Tel 
Amoskeag 

, Anaconda 


- of Subscribers for 
a Atl Gulf & W ! 
- Cent Notes, but Booth Pixheries 


American Concern’s Prospects 
for Business Appear Promising 
and Earnings Are Satisfactory 


3% ae. 
96 . ‘ “ 
33% Expected Recessions in Prices Do 


ei at 1 |) 6 Not Make Appearance and 
Business Continues in Big Vol-. 


i) 
ie 


32% 
13% 


‘ss Bos & Me 
a Cent Notes Are! carson Hill 


ilar as Hoped For | cun rt cem 
aa 
wag Fairbanks 


a (jorton-Pew 
; “4 . ri wf tr } 
ew York—From re-| Helvetia 


(hino Copper 


Wh Boston Ld gre 


) eed 
ie | 


1S *% 


i there appears to) InSpiration Cons 


® subscription for the pfd 


doa 


2 * The number of |}! reek Coal 


oe 1 (Island Qi] 
t 4% per cent notes Isle Royale 
rrievously disappoint-' Libby 

1 Indications it | @#y-Ola@ Col 
-" . _| Mohawk 
Pre may not be more! New tiaven \ 
or certainly not more 


‘Int Port Cem 


>» | 
- ; 
; 


; 
; 


shoe 


ume in All Lines of Trade 


_best that there is, with prices fitting 


specially for The Christian Science Monitor 
BOSTON, Massachusetts — The 
expected is occurring in thé Boston 
market, 
prices of 
are 
than 


materialize, but 
in some grades 
to 50 cents more 


failed to 
footwear 
from 25 
March. 

prices are far 


in 


from the probably 


The downward ;trend | 
_ ae - OF leather, 
2| Which was anticipated has not only. 


‘the quality 
un- | 
considerably. 


now | 


Leather dealers declare that) 


scored the largest total in actual 


value ever recorded, with May start- | 


ing well also. 


without 
Buying has 
Purchasing 
one’s needs is the exception. 
full-grain chrome, and a kid- 
finished side, are having the main call 
this season. The foreign trade is a 
big factof. Its orders are large, and 
stock in sight is so desirable that an 
advanced price does not stop its pur- 


broadened 
close to 


the buyers. 


chase. 


The orders call for the 


a murmur from | 


Expenses of Doing Business 


ee) ome 


BOSTON, Massachusetts —In order 


to meet the greatly increased cost of 
doing business, and to meet the new 


Snuffed | 


rates soon to be in force in New York, 


‘the governing committee of the Boston 
'Stock Exchange has decided upon a 
new schedule of brokerage charges 


which will go into effect within one 
week, unless disapproved by written 
protest of 15 members of the exchange. 


| share. 
‘tribution of 39.6 cents on April 1 and 


This compares with the dis- 


41.1 cents on May 1. making $1.217 


distributed on each Bankers Share 
‘for the months of March, April, and 
| May. 


Directors of the International Cot- 
ton Mills have declared the regular 
quarterly dividend of 1% per cent on 
the preferred, and a quarterly divi- 
dend of 2 per cent on the common, 
both payable May 31 on stock of rec- 
ord May 15. 


—Strong Financial Position 


BOSTON. Massachusetts — The 
American Locomotive Company is @x- 
pected, for its fiscal year ending with 
June, to fulfill the promise of the firs! 
half-vear. which was the  bigges't 
earning period in its history. by roll- 
ing up the largest common share bal- 
ance in its history. 

Judging from the results of the 
quarter which closed April 1 and 
from the balance of $16.88 a share for 
the first half-vear,. the concern ough 


highest figures. 
There is no one cause for this trying | 
Situation, which is more difficult for | 
the buyers to meet than during the 
war. 
| The difficulties in the leather mar- 
a. i United § ket, such as a lack of raw material 
tag far totaled. The} 1,"S "smelting ie Ge | creates, keep the production of calf. 
ught in this loan | U 98% 9914 98% 99% | kid, and all other varieties of upper 
as wide a distribution | 'leather down, and a smart domestic 
ong small subscribers, | demand sends prices soaring week 
t has been made to sell | » {after week. In addition to this ac- | 
it notes, believing that | ' | tivity is a foreign business which is so 
appeal strongly to keen that prices are subordinate, pro- 
“ah og Bete Seeritty. | West Union viding shipments are assured. Pur- 
te 


a EN chases Of foreign buyers during April 
tat ar ot the Sees | PLL. & LEATHER have been large and are likely to 
CONCERN PROFITS 
s Seeman 


J Nipisging : 
rte as many sub-| Pond Creek 18% ‘ 2 | 
Vietory Liberty Loan) : 


Vunta Alegre The situation so strongly fea- 
as in the fourth Liberty 


tured with-a demand confidently ex- 
pected to last all the coming summer, 
that buyers are anticipating for the 
first time for a year or more. 
Conditions in the Boston kid market 
are just as unsatisfactory to the 
buyers as before. Shoe manufactur- 
ers specializing the wholesale trade. 
are paying from 70 cents to $1 for 
colors, with blacks. close to those 


s 

return a final net profit of more 
than 37 a share, unless vear-end 
special charges are unusually heavy 
A net of $37 a share would overtop 
1916. when earnings were equivalen 
to a shade more than 36 per cent 

When the current half-year opened 
the company had enough forwariti 
business with what .was sure to be 
secured from month to month, to keep 
its system busy up to July l. Bs 
shutting down its Pittsburgh plan: 
and by concentrating manufacturing 
in its big units—unlike Baldwin 

» has a number of scattered units 

(has been able to extract the utmos' 
from this business. The incrgase| 
efficiency resulting from such concen- 
tration of manufacturing and from 
the standardization of output brough! 
about by the federal Railroad Admin- 
istration has been steadily reflected 
in the income account. 

The future seems full of business 
for the concern, but when it will de- 
velop is a problem. The Railroad Ad- 
ministration will not buy equipmen! 
, until the fundamental question of 
steel prices is settled. Nor can for- 
eign countries buy until they are a: 
sured means of payment throuch 
financing by the United States or the 
Allies. 

The 
in South 


to 


FINANCIAL NOTES 


Copper metal! is unchanged at 153-8 
to 154% cents by the large agencies, 
and 1514 to 15% cents by the less im- 
portant dealers. The demand is small. 

Stockholders of the Maryland Refin- 
ing Company voted to increase capital 
stock from $10,000,000 to $25,000,000, 


1,000.0 
The higher brokerage charges fall. 1,000.000 of new shares to be offered at 


cea s par ($5) to the extent of 50 per cent 
figures. The main cause of these high | 08 ar ae we ype nana of holdings. 
prices is scarcity, and when ‘stock is | : . y 2 ~ , Theodore L. Waugh. the New York 


obtainable it is taken at its best fig- | Presented the new and former rates assistant district attorney, issues this 
ures Although the outlook for get- in the Boston market, and those soon | warning to buyers of oil stocks: “Do 
Se a “ey eco ective on the New York | ia 5 pit eg el 
ting raw stock is growing better every . a - ect - ° not buy any stocks from curb brokers 
ee aa the sbiges meaty 4 ee Seaton’ Selene unless they can prove to you they 
are sti oubtful of a supply equal- ates. ‘yw | are members of the Curb Market Asso- 
, ’ ¢ New 
= the ga magn’ py! aly 2b 500 .¢iation. Do not buy any stocks unless 
at least. Therefore, the time for lower 20 ‘it is proved to your satisfaction thev 
prices is some distance in the future. ne are on the approved curb list. Compe! 
: - : 7 any broker who sells you shares to 
SHOF, BUYERS | sign his name to the circular setting 
: - : ‘forth his claim to the stock. This will 
os? ibe oo Science give the district attorney's office a 
is on eS basis on which to proceed in a crimi- 
Among the boot and shoe dealers | ‘nal action if the stock proves to be 
-and leather buyers in Boston are the 
following: 
<a. 


The commissions on the following 
securities will remain unchanged: 
Bonds, on par value, %& per cent; in- 
surance, bank and trust. company 
stocks, per share 25 cents; textile and 
real estate stocKs '4 per cent on par 
value, and when any of these stocks 
sells at double the par value, the com- 
n:ission is also doubled. 


Sinclair Oil 
Southern Pac 
Stewart 
Swift & 


ips the most*disappoint- 
the loan—more disap- | Swift Int ty 6 3y 63. | 
ps, than the amount of | Union Pac 


* 
a Ventura 
Walworth 
Warren Bros cm 
West End 
Westinghouse 


Share— 
Stocks at $300 or over .. 
Below $300 and at $125. 
Below $125 and at $190 .. 
Below $10 and at $1 
Below $1 with a mini- 
mum charge of $1! 
Minimum on each com- 
pleted transaction .. $1 
In New York the new rates are 
| divided into three classes, namely, 20 
cents a share for stocks selling at or 
higher than $125, 15 cents a share for 


stocks below $125 and at $10 per BOND INTEREST 
share, and 7% cents a share for the MAY BE PAID 


balance. 
The pending change in the old 
PHILADELPHIA, Pennsylvania 
It is understood that interest on 


“$12.50 per hundred” rate is the firs’ 
$2,539,000 general mortgage 5 per cent 


made in several decades. Clerical ex- 
bonds of the Pittsburgh Railways Com- 


pense has increased in recent years. 
especially under federal regulations 

pany, which was due April 1, will be 
paid. The company, a subsidiary ot 


Which require frequent returns under 
the income and transfer tax acts. 
} 4 ‘ » " ‘ » ’ “y 
ligher wire charges and increased | ihe philadelphia Company, has been in 
the handa of regeivers since April 23. 
INiS. The lability of the Philadelphia 


coast of supplies also enter into the 

‘greater expense of doing business, 
Company in the case of the bonds of 
the subsidiary companies in the Pitts. 


"The | 
burgh atreet railway syatem is now 


PACKING STOCK AT 
HIGH RECORD PRICE being tested in the courts, the lower 
court having decided against the bond- |. 


NEW YORK, New York—At O7%, a holders, 

record high price for Callfornia Pack Appeal to the hiaher court has been 
ing common ntock, the conversion of taken by the bondholders’ committee. 
the preferred stock, which ts converti- who are trying to establish the theory 
ble into the junior issue in the ratio, that the Philadelphia Confpany. as 
Of one share of preferred for 11% of, owner of the stock of the underlying 
common, would become profitable for companies, is responsible for the inter- 
the first time, provided the preferred | est on the bonds of the latter. 
stock were computed at par. The , 

senior issue, however, is selling on RAILWAY FARNINGS 
if The ihe San Francisco exchange at about es wupistlesice 
Copley Ill, and at this price the common CANADIAN PACIFE 

stock will have to touch 74 to invite _. 1919 

conversion, On Feb. 28. 1918. 84.6b2 Dida sasha wk ADI $3 954,000 
‘Shares of preferred stock were out- Krom Jan | 18,549,000 | 
standing, and although this amount COLORADO SOUTHERN 

KB aumoun patie 
version, a 3 per cent sinking fund, Prom Jan. | 161.182 $31,345 
beginning to operate Sept. 30, 1918, NEW YORK. CHICAGO & ST LOU 
will result in a slight reduction whed | oner revenue $> 035.861 837) 680 
the next report is issued. Conversion. Net oper rev 143,624 
(;ross income .. +, 1 O60 tail and other senfoods. 


of the number of shares outstanding at 

the date of the last report would re- Net income will also be conducted with cooking 
quire 126,993 shares of common, and | Three months and packing sea products which are 
150,000 were reserved at the time of Mot sume aon 7 1 528 25K ’ "not now on the market and tests made 
organization for this purpose. The) Gross income 407,899 7] to determine the value of shark skin 
company has outstanding 338,917 Net income ........ 1.23) for the manufacture of shoes, automo- 
shares of common of no par value. ~ bile tops, handbags, ete. 
The preferred stock is callable at 115. 
but holders have 30 davs thereafter in 
Which to convert. At the callable 
price for the preferred, the common 
stock would have to be selling above 
76°2-3 to make conversion profitable. 


NEW YORK MARKET 
CLOSED FOR DAY 


The New York Stock Exchange was 
closed vesterday on account of the 
welcome given to the returning sol- 
diers. There was considerable activy- 
itv in the Boston stock market. Prices 
moved irregularly, the close showing 


_ | continue. 
is taken mostly by , | Boston merchants, therefore, take 
eee oo amounts of ‘the consequences of this abnormal 
; Subscriptions will be :; ‘demand upon a short market. Such 
Busse taxpayers will | Surplus Earnings for Quarter | conditions ‘keep the cost department 
. ee they ‘esire:.  ERded March 31 Equal to | busy. The value of good shoes today : 
sand “aL | | would have been regarded as sure to 114 
ard, they will consti $18.92 a Share on Preferred | suppress business five years ago, but) Eompiteg 
buying element in the : ie on the contrary shoe manufacturers) 
| of fine footwear are now unable to 
accept all of the orders offered them. 
The situation remarkable, and 
requires a constant practice of con- 
servatism. Although business is brisk, 
‘orders are comparatively small, but 
| persistently frequent. The future, 
therefore, may ‘witness a_ sellers’ 
market in all shoe commodities and | Paneer, Me—A. P. 
: Piper of Sawyer 
|} manufactured goods so long as other I‘nited State 


Birmingham, \la 
States 

Butte, Montana 
ory Cloods« 

(“‘harleston, SS; CU .—<—J, 


NEW YORK, New York—The Ameri- 
can Hide & Leather Company's sur- 
fed out, in displaying plus earnings for the quarter ended 
Yhe new loan, the pub-! March 31, 1919, $614,827, after deduct- 
®electing to insure the ing bond interest, sinking fund allow- 
ie notes against depre- | ance, etc., are at a rate of $2,459,308 a 
. year, equivalent to $18.92 a share on 
the $13,000,000 preferred stock. 

The .surplua for the quarter” was 
equivalent to $4.73 a &hare of pre-' : 
ferred stock. compared with, $33,242. countries are drawing supplies from 
or $2.56 a share, in the preceding quar- | American markets. — 
ter, an increase of $281,585, approxi- | Labor is also a factor, and. cannot 
mately &5 per cent, The surplus in / be considered as a settled question for 
the corresponding period of 1918 was Phere: 
$459,744, equivalent to $3.76 a share from 

For the 12 montha ending June 30 ol 
1919, the concern should earn more PMces ts nol likely to recede while 
than $20 a share on the 130,000 shares |'2* foreisn markets are short of.) | 
of preferred outstanding, compared Merchandise A 
an $18.04 aaa in 1918 and $13.68 | Packer Hide Market Denver ss | 
a abare in f Claineaville 

Net quick arseta us of March 31 were All through April the wane neat He 2 3 
$14, ho After deducting the §2. market threatened ureak cae te ‘aan ~~ ; 
706,000 bonds outstanding there ia a eee condition | Mlemphi Ww. OM 
balance of $12,016,753 remaining for *Y°'“ panners were occasionally Goods Co 
the preferred equivalent to $92 obliged cover certain transaction - Ww 
share, and biuvers were instructed to get the ‘oO 

The F£00d With the result that tanning New 
federal taxes for the nine months packers had ttle e nell unless th 
ended March 31 totaled $1,596,900 Heures were sso) HOOTY AER. 
equivalent to. $12.28 a share earned on Affairs looked ripe for harvesting, \ 
mi was @ real “business the preferred stock, compared with °° atter prices crept neat the 
© this expectation $1,515,844 or $11.66 a share in the cor- | nides came — ihe market and 
be | responding period of the previous prices advanced ‘rom ». Soule Mw 

mcrease year. an increase of more than 15 cents & pound above government 
ding Liberty loans per cent. maximums of a year ago 

ied, a pronounced in- This not wholly speculative be 
e naynber of smal! sub- MAY cause the hide situation is acute. The 
iy noticed The esti- light slaughter since January last, and 
ir o8 subscribers in the the of South American hide im 
Loan was 4,000,000, of ports occasioned by labor troubles in’ p 
nO or 0% per cent, sub that cattle market also were factors ‘at 
ounts ranging from $50 In addition the world-wide demand Richmond, | -C, B. Sno 

tremendous, and its duration is miles Shoe ©o.; louraine. 
bevond caleulation because of the dis Ladeaiivantageig ee sopsinr dacs 
. : . mnmer & Whaufrnan: Touraine 
turbed condition in the European hid Francisco, Cal.—H. Cullinane 
centers a broad wav the world's Buckingham & Hecht: WU. 8S. 
hide markets appear inadequate to Paul, Minn.—J. kk. Rounds 
fill the call SP ees). FREON 

he sene tutuce therefore NEW LEATHER BUYERS 
encumbered with possibilities ee ce 
ordinary calculations, that ee ae Phillip i See , 
are omitted even by those who 
high in hide circles. The hope i 
pressed, however, that domestic 
ners will trade conservatively, he 
cause the anarket is unfavorably situ- 
ated to provide for a rush of buriness 


lLeather Market 

activity prevails 

market. Many 
reported in 
spurt in the shoe 
business ha had a marked = effect 
upon the Prices rule compara 


that of a fake concern.” 
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Asheville, ly Hi. Lnited 
States, 

Atlanta, Ga.—J 

Baltimore, Md 


Pilot Shoe Co.: 


Pollock : 
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Steele; Missex., 
Anderson 
Icasex 
Tewksburs 
Boot & 


() 
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export field holds possibilities 
America, the Continent, ana 
South Africa. Rumania, which before 
the war had 1200 engines and now 
has only about 100,..is a posstble field 
for business. The new nations, too, 
seem certain to come into the market 
for equipment when the funds are 
forthcoming 

The financial position of American 
Locomotive, of which nothing off 
clallv has been said since the end of 
the last fiscal vear, !s tinusualils 
strong. Net quick assets are approx 
imately $35.000.000. or auffielent to 
cover the preferred stock issue and 
to leave: a balance of $40 a ahare for 
the common stock 

It is that fact as much aa the 
atrenath of current earnings that ae 
eounts for the recent sharp advance 
in the common atock on the New 
York Stock Exchange 


EXPERIMENTAL FISH 
PLANT AT SAN DIEGO 


Science Monitor 
from ita Pacific Coast News Office 

SAN DIEGO, California—The United 
States Bureau.of Fisheries will estab. 
lish an experimental plant in this city 
for the purpose of standardizing the 
annual nack_of tuna, sardines, vellow- 
Experiments 
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th Liberty Loan, for 
Shoe 


Pegate of $6,993,073,250° 
Woukhout the country, 
f, or nearly $3,700,000, 
m by subscribers for. 
$9950. In other words, 
a en by amaller sub- 
s fourth loan wae short 
ut €800,000,000 of the 
Offered in the Victor) 
a 
0 $10,000 and lesa took 
of the third Liberty 
total of aubacriptionn 
cf Was increaned $b) 
00 000 the fourth 
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Norfolk, Va Max Pineu: 
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LIST MOTION 
PICTURE STOCK 


NEW YORK, New York-—Application 
has been made to the New York Stock 
Exchange to list the stock of Famous 
Playvers-Lasky Corporation. There are 
180.000 shares outstanding of no par 
value of an authorized issue of 200,000 
shares, 

The Famous Players-Lasky Corpora 
‘tion is one of the largest motion pi: 
ture producers and distributors in the 
lnited States, its products being used 
n practically every country under the 
trade names of “Paramount” and 
“Arteraft.”’ 

While domestic business maintained 
‘ts volume fairly well during the war, 
the foreign end showed a big drop, due: 
to the jnability to ship films abroad. 
Today the business in the United 
States bigger than ever, while the 
foreign end has shown such improve- 
ment that earnings from foreign busi- 
in the first three months of 191% 
were in excess of those for the full 
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C1 rd Liberty Loan. ths Ae 
ib ribers was estimate! 
nd of this number 9,306... 
im amounts ranging 
a i 5,000. The estimated 
Ubseribers up to $10,000 
wiberty Loan was 18,354.- 
niy about 22.500 above 
the fourth Liberty Loan 
of subscribers had risen 
“of which 22,700,900 rep- 
sc ibers taking less than 
> Se 


2.34! 

a4. 
350.004 
‘ 207,585 


of 
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of Foot 


aie 
0 *Decrease, 

bevond 
predictions 
are 
ex 
tan-: . 
The Christia.: Science Monitor {8 on file 
at the rooms of the Shoe and Leather | 
Assovclation, 166 esex Street, Boston. 


John 


LOCAL WOOL BUYERS IN WEST 

BUTTE. Montava—Brvers for Bos- 
ton wool houses are in Montana offer- 
ing to contract for wool at 50 cenis 
per pound, a figure considered higher 
than was anticipated at the beginning 
of the season. Representatives of the 
Jeremiah Williams eoncern and Hallo- 
well,. Jones & Donald, both Boston 
pated and that sufficient wheat is companies, are prominent in the con- 
available to keep the price of flour tracting. 


from soaring above $12 a barrel. He — _ — - - 

said no radical price revision can. be CITIES Sk RVICE 
ae » 4 

BANKIWRS’ SHARES 


Sor 


WHEAT IMPORTS FROM CANADA 


MINNEAPOLIS, Minnesota — Julius 
H. Barnes, head of the United States 
Grain Corporation. announces that 
the corporation has arranged for a 
| moderate importation of wheat from 
Canada. He said a moderate down- 
ward revision in foodstuffs is antici- 


t\ i nited 


heading Shinn of Curtis Jones 


‘ ; ry} " late 


STEEL TRADE CURTAILMENT 

NEW YORK, New York—Further 
curtaiiment in operations at the plan: 
of the Minnesota Steel Company has 
iesuited In suspension of the Mer-. 
chant Bar Mill The force employed 
On part time at the plant is now 1600 
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TH, Texas—A summary ha di 
fH wells in Kansas, Okla- 
3 h central and west 


expected until the United States ex- 


ress 
port demands are reduced. 


sale 
with 3300 aifew months 


al 


he first quarter of 1919, 
4! e@ publicity department 
forth Chamber of Com- 
S$ that during this period 
e) of the complepions in 
mMiry holes, 29 perjcent of 
Ompletions were tiry and 
_of Kansas completions 
Phe disparity in the aver- 
01 of the weils, however. 
Psurprising. 11 is shown 
Tage production of wells 
fentral and west Texa: 
ur. ng the period was 416 
“average of the wells com- 
ins was 52 barrels and 
ipleted in Oklahoma wes 
_. The total number of 
bted in Texas in the quar- 
and’ the total initial pro- 
180.973 barrels. There 
mpletions in Kansas dur- 
rt T. and the total! initia! 
ya 24.761 barrels. Okla-' 
@ the quarter had 1794 
Sand the tota! initial pro- 
220.211 barrels. 


n STEEL DECISION 
TC WN. District of Columbia 
me Court of the United 
ie : to review judg- 
or of the American Steel 
mipany of Chicago. In 
rt upheld the decree of 
ri that the earnings of a” 
Orporation for 1912-1" 6.16, 
fed to a joint corpora- 40 6, 
in Of a dividend, together 75%, cables 
Sie and business of the 

| withour the dissolution 
" On, were not income 
ig of the 1915 jrcome S210 per 


vear 1917. 
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Guilders 
40%. Lire 
7.00, 
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hundredweieht. 4 


ja new high record price 


dividends amounted 


rrancs 


Profits for the first quarter of this 
vear indicate that 1919 will be the best 
the company has experienced, the first 
three months showing net at 
share for 
payments at $6 a share per year were 
last 
having been made in 
business 
1917 


wn share 


rate of! 
Dividend 


ributions 


1918, due to the 


the 
tO 


from 


Pais 


dds, 
(‘lose 
1.70 
} 64? 


FOREIGN FXCHANSGE KATES 

NEW YORK, New York 
day bills quoted yesterday at 4.65, com 
mercial 60-day bills on banks 4.6344, 
commercial 60-day bills 4.64, 
cables 4.68%, 
cables 6.14. 
cables 


Sterling 60- 


demand 
demand 
demand 
demand 


PRICE 


sold ae 
enterda: 


tively high, with an upward trend in 
selected satock 
leather 
sides 


(yoseiv. sold, bends, 
and offal 
Choice 
4* 
lower grades propor- 
[nion backs are 
top telection., 
Sale occasionally. 
sOld in all grade 
higher prices 
leather is jikely 
advance, in 
in the choice 
leather is having a 
for bends range 
The trade 
cents to YS cent 


Sole 
backer 
seller; 
are quoted at 
cents, and the 
tionately less 
at cents 


hemlock 


geconds 


prices 
cents, 14 
very 


active ray with 


V2 inion 
The 
ail 


de 


cents 

well] 
toward 
lanned 
intO an 
i. has not already 

Oak sole 
call Prices 
from $1 downward 
buyers pay from %4 
for the No. } stock Heavy backs se!}!] 
at 80 cents and the lights at 2 cents 
less. The lower grades are quoted 10 
cents or more according to their 
relative values The strength in sole 
leather is sustained by a smart de- 
mand with a curtailed kill as a factor 

Trade ig lively in the upper leather 
market Calfskin dealers are often 
unable promptls meet the demand 
which is largely the better tan 
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Cleave Saw Mill 


Company 


Office, ST, LOUIS 


Sales 


Write for “The Traveling Lum- 
ber Yard,” quoting prices. 


) ella Pine Lumber and lumbers 
lranesl Care on Mill Shipment 


re 


ELLA LE EN ~ > * 


moving “4 
sided 


compared 
furnaces and four 
open hearth furnaces are still operat- 
ing. (QMficlals say they hope not 
lurther to curtail operations, but that 
developments depend on the demand 
for semi-finished steel 


2LO. Two blast 


KRESS CONCERN'S SALES GAIN 

NEW YORK, New York-—The April 
sules Of S. H. Kress & Co. were $2.- 
N41559, an increase wf $467.895 over 
the similar month of last year. For the 
four months ended April 30, sales 
amounted to $6,725,484, an increase of 
$1,211,689 over ihe corresponding 
period of L9LB&. 


one ete eee ao —emeeEe ee oe om 


mixed losses and gains. U.S. Smelt- 
ing had a net gain of 34%. Ahmeek 
lost 24%, Punta Suvar 1, Booth Fish- 
eries 1, and Warren Brothers 114. 


PHILADELPHIA STOCKS 


PHILADELPHIA, Pennsylvania 
Quotations of some of the leading is- 
sues on the stock exchange here yea- 
terday were: Cramp Ship 126, Elec 
Stor Bat General Asphalt com 
(2%, Lebigh Nav’ 69, Lake Superior 
20144, Phila Co 40%, Phila Co pfd 37, 
Phila Elec 25%, Phila- Rap Tr 243%, 
Phila Tract 66%, Union Tract 381s, 


7) 1 / 
iv 2. 


i United Gas Imp 69%. 
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The Best Solicitor for An 
Advertising Agency 


If you are looking for an advertising agency 
connection, we would like the privilege of having 
some of ‘our clients tell you why they are satished 
with Lesan Agency service. 


Does the proposition interest you ? 


H. E. Lesan Advertising Agency 


Incorporated é 


New Yorn Crry 
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COTTONSEED OIL TRADING 
NEW YORK, New York—It is offi- 
cially announced that trading in cot- 
tonseed oil futures on the New York 
Produce Exchanve will be resumed 
Thursday, May §&. 
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Do You. Deposit 


In Any of These 
Savings Banks? 


banks whose names appear here request their respective depositors 
to bring or send In their bank books for verification, If you send he 
sure to write plainly your present address. 


ieee eee 


If You Do, the Following Is Important to You: 


In accordance with the provisions of the statute quoted velow, the 


ten and of each thirst! veur theréafter. 


for verification. under rules te 


investment. 


Blackstone Savings 

Boston Five Cents Savings Bank 
Brighton Savings Bank 

Charlestown Five Cents Savings Bank 
Columbus Savings Bank 

Federal Trust Co. Savings Dept. 
Grove Hall Savings Bank 


“Turing one or more of the first fen months of: the rear nineteen hundred and 
such 
Institiitions for Savings) shall eall in the books of deposit of their deposi far< 
he preserihed 
duly supreved dy the Commissioner 
Section 43, Chap. 500. Acts of 1908. Statutes of the Commonwealth of 
Massachusetts, relating to Savings Banks and Institutions for Savings. 


These Banks Will Verify in May and June: 


corporations «Savings Banke and 


ber their lea cola of 


resgieetiy i 


SE keen 


— a 
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Home Savings Bank 

South Boston Savings Rank 

North End Savings Bank 
Provident Institution for Savings 
Union Institution for Savings 
Warren Institution for Savings 
Wildey Savings Bank 
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THE CHRISTIAN SCIENCE 


MISCELLAN EFOUS CLASSIFIED eee 


BOARD AND ROOMS WANTED _ | 


| WANTED 

3 FROM JUNE 18ST by couple with 5 year-old 
‘boy, 2 or 3 rms. and bath, with board, within | 
‘commuting distance of New York, preferably 
Jersey coast. Reply by | 


HELP WANTED 


POP BL POD LR ALLO PAA Ph LLL AL eh AA Lh ”~L had PA AL LL” Ah 


WANTED 


PVP LP 


POL PA LA” 


ee ne - ns 


Thus you are able to procure real 
service-giving articles of music bring- 
ing great satisfaction to all 
cerned. its confines 


CCHMIDT \\ AUSIG (20: 
(RLLAEILTY 1S THE FOUNDATION OF OUR BUSINESS} 


111-1128 W. BRD AT. DAVENPOR r. tA 


Monitor Office. Boston. 


Box EK. 165, 


con- 


We invite vour inspection of our 
complete lines for Summer use. 


Clarke & Co. 


Official | 
Service | 
Station | 


™~? y eT &, 
PICTURES and 
PICTURE FRAMES ‘Sunshine in the Heart ! , 
| , Su MmMmer Ore 
| MFRS. REPRESENTATIVES | Conti actors You are invited to inspect the de- 
Pwsrre ~ ; 
TO REPRESENT Eastern or Southern manu . a ? 
. ie fastitre ti 
~~ . 
f ‘y. Good future for those who demenstrate ability trade. Leontion coe, aed fore. “34 Enoineers frame if it is scratched or tar- 
re? , ounty séa op. dvise terms. - : Il he:.. ; rr. : , Sd ; 
ae , . SALES ENGINEER, 2 Knapp Fidg., Joliet, M1 — . nished. This work can be done | This display is the result of our = ¢handice by ita shopping conven- 
58 years of continuous experience in iences and air of refinemen! 
A aor BEACON sT.— 2 hes rooms unex: 
/pectediy vacated. House on riverside overlook- >; 
| e on riversi: Picture Department need and by so doing add to rour 
shopping satisfaction a personal 
: Stix, Baer & Fuller 
“0, Egan one |longer if agreeable, ” estland Ave.,’ Suite pe, P 
A LADY living thirty miles from Boston. re (52, Roston, 7182-R B. B. Main Office : 
quires the service of a housekeeper Eexperi- ROOM TO LET WITH “KLTCOHEN PRIVI 
on : si oa T r wa 
eee Tews 1123 Broadway, N. Y. City 
ig in pargal See for aervices. Highest refer- FOR R® furnished outside room Recharging Stor age Battery 
_ Appreciate an required, Address Zi52, Monitor Office. | in Wintles ite. Renting 


Nicely 
Phone Main 6630, Apt. 


Bring Us Your Problems 


'Long Island or New 
We can restore your pictures 
pendable musical merchandise that \Y. 3 
'facturer as exclusive county or state agent for lade so b 
its pleasing ar- 
lop sales. State experience and what territory you | 
_* nee | ata very small cost. Our rep- 
this one line of endeavot-. 
ing basin, outside porch for summer, fine table. 
pleasure that vou will find within 
A ESTATE | 
~ enced woman preferred, or a married couple | LEGRS——Harmonious home. Address K 838i, 
806. ene 
| Roston Seattle, Wasu. 
unity to Learn 


Hugh S. Roberts & C ning ad epg of Music in the Home Puls Peoria’s Fine 
mail to LB, Room 1117, 80 Wall St., New | ugtl . O Cr 0 
York City. 
mable of selling a fine line of collar attached shirts, to look like new, by cleaning 
sf rnishing and dry goods stores in various parts of the margin if it is soiled or the 
n's 4 8 6° equipment or product to be sold farm or fact ° has been assembled here. ice it. metes—by 
trade. Location. indus. and farm. community. | rangements and beautiful mer-* 
Saliar wit! and 
familiar with. ROOMS AND BOARD AND ROOMS — resentative will call by request. eas BS 
a spn Disnenapeindeagnabednpuinntyptutupadatiinds ; " a . its ssion is to serve--its de- 
ve (y . Fourth Floor sire, to anticipate every Summer 
esioners 
Butler service; elevator; reference. ; . 
ROOM TO RENT patneeey for 2 or 3 weeks, 
° 
i — | 8 columbia 
Fe ,| With who arrangement could be made where- | yonitor Office loston. 
our S on Or by latter would accept rent, light, heat, ete., | — : Repairing 
yerate this 
os Ranch? 


| . sion. Productive 
“ fatin of A900 acres tn 
] 6; now stocked with aeo 
Pham cattle, 400 Poland 
nt horees, 100 wonte, 
W turkeys, All necessary 
equipment; 25 nero 
om; southern feeidenee, 
hevuaes for foremen 
ed on three sides) Neches 
her aide provides ainple 
oh “1800 acres ti cultive 
F efapa include cotton, 
im ulance in pasture, 
wome timber, Abundant 
bountiful feed and 
a Pia Cherokee County, 
) miles north of Lous 
, an Cotten Melt Ry, In 
fing section on an 
et jghway und a short 
Pi, Worth eattie and hog 
situated for stock 
ons under = present 
be continued or re 
‘desired, Consideration 
Property, including all 
Om). Easy terms. No 
7 Address owner, 


Write Aol 


HELP WANTED MEN 2 


“patablished milla’ 
Jobbing trade 


SALESMAN to eell well 
lines of hosiery to the wholesale 
Nevessary 
I weeks vearly, making New York vour home 
and headquarters Knowledge of busines and 
trade desirable but not imperative, but applicant 
miet have had previous etperienee ve a 
eh ceseful enleeman A developed territory will 
ye turned over to him and peeulte Papected = fram 
the beginning. { estihetantial ealary will be 
paid Adilrne rm 108 Monitor Offtee . PRoaton 


SALMMAMAN. toderetanding mechanical lines 
A guaiftatioe with ooneteuetion and maintenanve 
Uepartinette of prominent manufacturing piante 
reeetitial High Comminaiow Monthie acct of 
fered te men teed tau « arPning bide tines Strens 
lie of Potary pumpe selling direct from mnufs 
ih CORTINA Pe ies All taet, Mtates “eiibdietided 
Hit nh. AD Mipragy At... N. ¥. City 

POLIDPU MAN TO TUTOR AND COMPAN 
ON TOY months Jule and -Alvguet (hood 
hehe Heat references required (all DPranel 
iro THN) oak iddresa ¢ 14 \Nlenith r. v1 | 
40h mt New York tite, 


WANTEHE 

sist on heoks; good penman 

giwel oon. Ciive detailed inferma, 

Add. Hote, Monitor, MeCormick Bidg 

WANTED Virst class tinsmith, 
Wages 8% per day (open shop 


\Niarried han roi eolleay fine 

rapid accurate at 
lat lettew, 
(Chicago 
prevailing 
Appiy \WM 


VU DUE IhD Acushnet Ave., New Redford, | 


Mass 


WANTEI—First class meat cutter. 
wages. Permanent position to right man, J. A, 
Burdell, R23 Rector Ave., Little Rock. Ark 


WANTED HAND SHIRT IRONER. 
reliable man 


A good 


fo travel at intervale totaling 12 of 


Cood | 


FOR RENT 


SUITHK with large living room. alcove, 
reception hall and bath until ; 
Roeton Teal I h 


rPURN, 
kitchen, 
175 TlemenwWayv Sf 


ATTRACTIVE, stittn¥ roome 
Careful service 1QOR ‘Terr 
Washington hone Main 8241 


SCHENECTADY, N. Y. 


Van Voast.& Leonard 
INSURANCE 
14 Narrett Street, BCTIENECTADY YY 
Mi Treadway, MANRATOGA MPRINGA, N.Y 


Ht. S. Barney Company 
"Where Piveryhody SBhapa’’ 
ONE OF BCHENECTADY'A GREATEST STORES 


Weare Anparel, Dry tioods, and tleme Needs 
Buy Your Rubbers at the 


Alling Rubber Company 


Dealers in Sporting Goods and 
Automobile Tires, and Supplies 
284¢ BTATEBR STRERT 
THE WALLACE CO. 
EVERYTHING FOR PERSONAL WEAR 
AND FOR THE HOME 


ALWAYS RELIABLE 


staf 
S457.) 


tion = leeation 
\renue Seattle 


8 A. M., 


rae 
Special 


The e . : Luneheon 
Latest itn a 


SANDWICHES, PIES 

PASTRY, CAKES, ET 
Frountaina with Counters With Sitting Reema 
No, 90 Reread Mtreet, Cor, Reaver New &t,, 
No, 71 Nassau Street, Ne, 180 Water treet, 


No, 62 Vanderbilt Ave..Ne. 88 Maiden. Lane, 
No, 21 EF, 40th &t, No, 85 John Mt. 


THE MARY FAN] 
“6 West 43rd Street 
Luncheon 7 0c Dinner $1.00 
ried Chi¢éken and Waffle 
Dinner Wednesday Nights 
Sunday Night Dinner $1.20 


Plum Pudding Shop 


Incorporated 


The English 


Restaurants 


Bartholomew Battery & Supply Co. 


1593 Chestnut Street Olive 6819 


Grimm & Gorly | 


St. Louis 


Ilorists 
Seve i 
AN 


\WoASMTTIN: TON ST, 


CARS PARTS SERVICE 

Complete ateck of Pord parta always on hand, 

CARONDELE'T MOTOR 
CAR COMPANY 


8807-69 Bo. Grand Avenue 
Sidney S074 aT, LOUIS, MO, 


liell. Bement 1700 Kinloch, Central 2008 


EMIL GAERTNER 


AUTO TRUCK BODY BUILDER) 


General Repairing and Painting 


FIRESTONE TIRES | 


905 N. 20th Street, St. Louis 


Vietor 2AR4_ 


IN THE 


You will find here everything 
Raby needs, .We pride ourselves 
on the completenees of our stock 
of Infants’ Wear and Nursery Ac- 
ceasoriea, <All freah, up-to-date 
gooda, intelligently selected and 
reasonably priced, Expertenced 
women to wait on vou, And on 
every hand suggeationa that will 
contribute to Baby'sa comfort. 


MJ] J)Parker Ga 


DAVENPORT, IOWA 


‘The Stor 


Baby Shop The Displays 


for May 


ef Satisfaction” 


the month that puts the 


world in che mood for summer. is 


Oc asion at thia atore for a 


diaplay of aeasonable merchandise 
which meets very defigitely and 
directly 
patrons 


the summer needa of ita 


You will find a well chosen aassort- 
ment of 
whose appeal! is not to be resisted, 


summer merchandise 


ip. Bergner & Co. 


THILLS— HAND LAUNDRY. Milwau'ee, Wis. 

WANTED Porter for work about store, col 
ored preferred. Give refs. JONAS N. BELL, Ine., 
WT West — Madison St., Chicago. 


a _ HELP WANTED- WOMEN | 
8 | WANTED —~ 
SODA WAITRESS 
APPLY AT HUYLER'S °« 
Tremont St. Boston 


WOMAN to act as houstkee per in a business | 
having fifteen employees in her charge. 
plant, 224 miles over fine Answer by letter stating previous experience. . 
les; two modern residences, FANNY KR. EVANS, 392 Fifth Av., New York _311 State Street. 

+ all buildings, imple-. City. When furnishing your home, visit our 3rd Seer. 


HAPMAN BROS 
condition. Been re- ONLY 


ienich reinvested in im- NLY first-class waist and eskirt finishers Where you will find all that is new in rugs, | LOTHES 
wanted Splendid position, good salary, half | draperies, curtains, etc.. at reasonable prices. | 
day Saturdays. FELEANOR-RENDLE, 743 Fifth | THE CARL CO. 
ST. LOUIS 


ae r as trees develop. 
rofitable reselling | 
$210.0 $35,000 Saab: Ave., New York City. Second floor. 
-a are | - e - 
ANANTED Keliable woman of gut address) WValter S. Wood Coal Co. 
+ a! ' re »O mn Out 
COAL AND wooD 


$210,000: 
Ata give second mort- 
need some income as pay is not large Addr. 
~? IER. Agent. lL. 118 Menitor, “ab lll — Phone 2593. Down Town Office—2 Lorraine Block as 


elle 
4 ten” or: fifteen years. 
AR 
& Merchants: Rank P 
CALIFORNIA HOTSEKEEPER WANTED — Two business j , 4 
women having beantiful home are in need of a \\ Al = & ZELLER 
Wall Paper and Paints, Paper Hanging and 


working housekeeper. Protestant. 109 E. 15th 
tr nent Houses St.. Brookirn, N. Y. Painting 1032 STATE STREET 
WOMAN FOR GENERAL HOUSEWORK SRA R EL NOAELI S va: a Se 
STERLING ART SHOP 


~ adults. permanent home if satisfactory lel 
Framing, Gifts. 212 State St. 


Rrook. 41708 except Wed. eve. or address I. 15, 
Monitor Office. Boston 
WANTEI)—-Nursemaid or mother's helper for U N ION BOOK CO. 
7 mos. old boy. walking. Mrs Chas. B. Goes, Jr... Office and School Supplies. ~A7 State St. | 
142 EB. 45th St.. Chicago. Tel. Oakland 1548. Cie ¢ iW 
3 ——————— | Phone SCHNEIDE R’S 5 Station | ___-_— 
NEW KWE AR makers of men’s silk neckwear 173-W Arcade 
Steady work highest prices. CHARLES W. > 2 and ¢ ? - 
LYFORD & SON. 920 Broadway. New York. - Parasol and Canes Recovering and Repairing | 
. ot ane ag RR EE RINDFLEISC FY 
Boston WORKING HOUSEKEEPER— One — capable CLEANER AND DYER 


reet ireokline : nate ; 
1 sa. Brookline 5210 it. BOWMAN a ane ee Jay St., Schenectady. Phone connection 
; Qu ALITY DRAP RY SHOP, INC. 


WAIST DRAPERS AND FINISHERS 140 Jay Street 

Room 271. 372 Borlston street ce Cur e : 

»0 ole mates Hf oe e Lace Curtains and Draperies COUPLE with apartment | 

: en ll Ay “PwWWaAYV ? . of 6 rooms. all outside Parlor. dining room, | 

ag handsome modern WANTEI> Maid for. general housework: mm WEDGEWAY BARBER SHOP bedroom. kitchen unfurnishe!, for $55: or Sh 

3 masters bedrooms, 3 laundry: stay or go home nights; 5200 Inglesi: de PROCTOR'S ARCADE rooms for $65 Dm 17, Monitor. 21 £F 
ime m@erage, greenhouse | ay, Ant 1. Tei. Blackstone 657 omen ter Oes. | 

for genera! 


a Spr. orchard, 7 acres 
’ PERRY 222 RICI IMONDHILL, N. y. 4 PESIRABLE APARTMENT. 6 ROOMS 
_— NE acai AND BATH! —-3 facine south. to let furnished 


A NEAT capable honse 
di. Milton Academy. Bh le heey sa tess WINTHR OP 
“ani W aes . July and August Five minutes’ walk from I 
AN » in a family of Columbia Universit: so | oe) 118th WSt., ¥ a 
= Rees, wart... 28. SILBSEMANN, HENRY BAHRENBURG *"" ae sella a 
a : ir , . RBRROADWAY W440 iCarner | 
| CENTRE, MASS. (IRI for general housework email family Rich Hill 4830-4331 MENT t ror REN’ Pore 


Milwaukee Avenue, 
RESTAURANT 
6 East 41 St. (2 doors East of 5 Ave.) 
LUNCHEON, 60c ' 
DINNER.... 75c 
You will appreciate the service and enjoy the 
atmosphere 


—> Ye Olbo Enakish 


Fragrant Food, Fragrant Surround- 
Fragrant Memories. 
Luncheon Dinner 


43rd St., next Aeolian Hall | - 


pe 
lOWA 


aE 5 th veda As at 
209-2'5 proton ben. mo SP 


The Correct’ 
CORSET 


Is of as much importance to 
milady’s appearance, as -the 
style of her new gown,—in 
fact a most essential feature 
of her entire outfit. 


‘ ‘ ° ‘ 
Schenectady Clothing Co. 
KUPPENHEIMER AND HICKEY-FREEMAN 
| GUARANTEED MEN'S CLOTHING 

Specialty Hats-—Distinctive Furnishings 
Children’s and Boys’ Clothing a Feature 


sé a a ry’ v9 
HOUGHTON 
47.5 State Street. Schenectady, N. Y 
MEN’S CLOTHING FURNISHINGS 
Every Transaction Bears - ings, 
the Stamp of Honor —— 
28 W. 


LI N DSAY BROS. THE LAKESIDE, 28 WEST 46TH, N. Y. C. 


FINE SHOBS FOR THE FAMILY Break fast—Luncheon-— Dinner 
Telephone 2217 . een | Just home cookery and everything ~ very best | 
Ro mater e e Cafeteria Service 11 till 3 


GE GROVE FOR SALE. 
FAS FOLLOWS 
Valencias, 
Navels, 
Valencias. 
Navels, 
demons 
a Mission Olives. 
ed. can be planted. 
Vand, partly opened up. 
mtle belt, groves condition | AD 
© for present acreage. 
unimproved 80; quarter 
rehes. mile to railroad 


ee eee 


~, Built Like a Skyscraper 
STEEL LETTER FILES 
Good for an hundred years 


BRUNO ZOECKLER 
316 West 2nd St. Davenport, Iowa 
Henry Ahrens — Rex Tailor 


A new line of spring and summer goods on 
display—-come in and make your seledtion. 


309 Brady St., Davenport, Iowa 
“Clothes and Shoes for Men and Boys” 


Simon && Landauer 
CARL A. KAISEN’S S 


“Home of 


Quality Groceries” 


806 Harrison St., ni TN a IA. 
Pbon nes 2078-2 


aa se R BER | 


(Successors to FORBER & BIRD) 

4 . 

Florist 
EAST ST. LOUI | QUALITY PLUS SERVICE 
40th St.. Mail and telegraph orders 

en Sdeateatiatiatia tenses ahetiroigainc? receive prompt attention 
.313 Brady Street, Davenport, Iowa 

E. MUTCHLAR 


Cleaner and Dyer 
140th) APART | S08 West Third | St. _Davenport, Iowa. 


attractively fur nnn 


MOLINE, ILL. __ ROCKFORD, ILLINOIS 


- 7 LOOP LL - ~ ~~ 
(One SBR PALABRA BPEL LOL LOLOL OOD NOAA PR APD AD hPL Mh alll Ll Maas 
’ 
WwW ant © 


FAMOUS FOR COATS AND SUITS 
120 FIFTH AVENUR 
MOLINE, ILL, 


| 


“Shoes for Women Who Know” 


SL NE ne 


| 
} 
“Not Cheap,” but reasonable | 
QUALITY DRY CLEANING 


This is a splendid time to 
make your selection while our 
assortment is complete. Fit- 
tings made under the personal- 
supervision of Mise Atkinson. 


‘P.A. Bergner & Co. 


Second Floor — 


THE 
ock & Kuhl Co 
Restaurant 


has achieved a desirable 
reputation for its excel- 
lent service and good food. 

In connection is a Grill 
Room — exclusively for 


men. 
"Ku HL Co 


3100 Arsenal St., 5902 Delmar BI. 


‘St. a Se ey Company 
7 Olive St. 


pad of Cleaners” | 
Del. 588. 


Harry A. Freeman 
LIBERTY ST. NEW YORK CITY 
Specializing in STEAM COALS 

Cargo or car lots 


LEWANDOS 
CLEANERS—DYERS 
348 Madison Avenue 
Telephone Murray Hill 5770 


CAN RELY ON LEWANDOS” 
Blankets, 
Draperies. 
Dry Cleansed and Stored during the summer, 


MME. ESTELLE 


2202 92" Amstefdam Ave., N. Y. 


‘Forest = 


some very good values in 
mz them a modern house 
1 eight rooms and bath 
phot ares heaters, elec- 
ilenty of land for ; 
a ; Also many 
prices, where the rent -—- 
pay all expenses. 


OY & CO. 


| Pictures, 


A. AUNDR 
Lindell 1749—Delmar 1807 
“TRY OUR FINISHED FAMILY wash” 


MAX SOULE 
The Tailor 


Union Blvd. Forest 220 


Curtains, Portieres, 
116 Jay St., 


Academy 


1902 No. 


child shate elevator 


& Caretaker on premises. 
Apply Wm. P. Goodwin, Market Sf, 
Bank, Providence, OOLORED GIKI 


_- 


te Cte ne mee wane ae ee ee 


Phone 41 19 | 


een ee ee ee 


estant maid in family of four. 
GALE, Marshal! 


CLOTHES FOR MEN 
STETSON HATS—STACY ADAMS SHOES 
118-20 SS. Main Street 


THE BLAKE-McINTOSH i 
Sleeping Pore h Curtains, A wning®. Tents 


Apparel te pao 
DANVILLE, ILL. 


PPR OOP Fe Oe er ee ee 


ROGERS PRET 


lavatory 
Apartment riot} Vie aon Ave 


TStock 
SPRING STYLES IN. 
FURS 
JUST ARRIVED FROM 
OUR PARIS HOUSE 


PROFITLICH 


FURRIERS FOR SO YEARS 


ne 


‘Womens 


WA 54th TR. ie ep oe ok $3 \] illine ry | 
Audubon SA biverett 
) Men's W ear SANDUSKY 
, . ma toy: and Hligh Grad 


37 and se Vermilion St. 
g cheng a ete, MIKE PLAUT & Ga. | 
Lunch Dry (;00ds_ 


“Our Motto” | = Y t Her Shop. 


Shoes for the entire family. 
MISS C. STONER, Mgr. 
Electric Wiring and Mixtures, 


GEORGE B. POTTER 
Sport Hats a Specialty 
DE KALB, ILLINOIS | | 


rete renee 


Huilding 


Room 


y ead Cafeteria 
QUIK SERVICW 


Sam Rifkin’s Market 


Indianatea! 
Pay “T 


GRILK 
FURNITURE 
co. 


ise 187 
®* ave 
a 


famtity of fruit trees. Up- No washings MRS. K. P 
O68 Hroudwas \ \ Rector R482 
. ‘ rovy’ , ‘ ‘ 
perc. t.. BUTLER, 180 LICH IEN BERG 
st ref, SOTLT Aundubon 
NO acre HEUMANN holidawve lel, ME CHRISTIP ameice Gan M REAL ESTATE AND INSURANCE 
PRICE ¢ vente wer SITUATIONS WANTED WOMEN ; 
Attractive medium seized room in quiet, well 
amily going south to Salary Stim minimur Piet 
v RALE OF vatoer, apartment 65 
min, Walk from 
| sh Mt 
Tillable Land 
Va ; N Trt 
Breet, New York City 
| Diamonds, Jewelry, Watches 
, ; If we please you 
improvement. Addr 11 40 Miewitur s) ormick iHidg (}) wee ( « rr’ mM'eTICS, Meats, \ evetables 


room house. 3 bath (faundry optional Phone V2). 303 Hagel Ave ore ! 
A Par 1) $219 Jamaica Avenue. near Jefferson Avenne "isiied front roon separately or en suite 
: Paareercod floors; hot Highian Park Hath Modert private apartment 
see, and about 2 town la 
PUBLIC STENOGRAPHER NOTARY 
Centre. Maes FOR RENT ATERACTIVE 3 room suite furnished. Private 
H. HOUSTON, TEX. Phone 2596 Jamaica Ave, Cor, Greenwood mplete 
R SALY. FOR HIRE Dodge Dry Goods and Furnishings 
on Main Street, paved : 
it fret frontage on , . BRAND & Rad 
Tels, 209 Kk. H,. and 6525 Hollis 
bine print furnished 
BHINGHE KS, wily SOW PMIPPIAIVE LT) ae buyer large auto mani heoipme 
and machifbe manufactnring pliant, Want position 
tf , - . moe 
t Chestnut Mill home ee . 
baths, 2 toilets. bl mo 11s Merchant §=6Bank 
Indliathapeler Inv W =a 
: Write Rrane Music LUMA jesires porlition a8 coouneelor in a e ST. z- ee 
Heston, or telephone girls RL / Ab m” , Mawey 8 noe! NOW IN PROGRESS 
, WoOMWMA'N iit (,eeaty ist cA T1GIN leowtiroe 
‘> : . ’ 
th “a , cectie mmition a& «“npation to “ ira gsncpeacgeeell \ ( )] IC Vs 
water Suitable tar sub Reference @ychnnge Ntate &e cr. 4 PROGRESSIVE DEPARTMENT STORE 
a. JOHN BALLS & SON . Te 
aT] NO) Mi itl i Any foo ODOM GS fan 
buliding ot rents sme reaponeibiiity credit dept, Thor, exp and ; 
T ot Les? oa High Grade Sterling Ware. 
34 Monitor : VF maga ‘och yt with SYR Cl) Sk N Y TOT DEIMAR AVES ve Cab 6M48 tel] others. | 
eaetiiin nt Siie Bi . ‘ + il . e " ’ " ‘ ‘ ; ' 
. A ’ ELGIN CREAMERY | | 
' 


320 Central National Bank Building 
Creatinine ; 


THE B. & M. 
Corner Adams and Fulton Streets 


eeae | The most complete apparel store in Central 
INinots. Bwery member of the family can be 


PEORIA, ILLINOIS snd quality sed at very. moderate cost. 


MRS. H. R. SMITH 


Millinery 
Excinaive Stvles in Gage, Ascher and Pieh Flats 
425 Main Street Phone M 238 


Visir OUR BIG tst=<;27<2;CSC*# 
SHOF DEPARTMENTS 


Firet and Second Floor 
Aliso BARGAIN BASEMENT 


P. A. BERGNER & CO! 


Kupper Construction Co. 
“Cement for. Permanence” 
Phone M 7958 


-GARNER'S GROCH i 
ialityY Guarantee 
LINCOLN vce AY 


Five room 

Thie i« a goo 
88 A Comfortable hom 
H, owner, 221 Douglas 


iricity. Fine lawo and WANTED Pret ‘ : 
( hoice Meats ALICE FORRESTER 
d location. Very low price 
house keeping i VMiacINTOSH 
' adjoining the nie K reer hee ir - rening Nal ; tirict “ at 7 
. ; ‘) ’ “wn Si al rims 
Jamaica Ave... near Illith St Kes tilollie VEST Ist STREEI 
oe ae Ourcheasing agent or aeelatant Middle Weet od 
rine rewoyir 
improvements, 17.500 
GRADTATHE OF MT HOLYOKE, A MM CO 
4622 haperieneed | * ; ae Mienitwur 
’ Orn -S 3 re’ ‘ ) > ‘ ‘ 
TEPPER BROS. 
wrore 7 HAY iis 17 Merotant lle ok hhuilding 
Matablixhed 188.; 
1 Reheol end trolley reliable Alin detall work, Advanced accountant! 
PeoMmimhion secretary hi nly ‘ ori 
‘ ‘ ‘ 
If we don't, tell us. 


i\ty / 1} Meanlteor ¢ happe |]- I)y cr i Duis Ine. at AIANC THT Piet Fr. and G K cnenty Tropes, iat he 


fhotter Kan i heear Evaporated Fruits 
DRY “G00Ds hilagh (tirade Mia argarine funned tions. Lite, 
and evervthing that welle well with them Grand 2904 W-—Daily Delivericae—Del 2377 & 
Hhoes China, Purniture, Millinery 


FRED R, PECK COAL CO 


ATTRMN DAN! companion or care of ehild 
ladies ‘ouniryg or mountealing fer the sunmime: 
fiugrethye if poesible: refa if reg Mr liarriett 
| Kobhine, 4900 Iiilleide Ave Itartt ) tom 


The Auto Service Corporation | 


RKhodenberg@- Oliver Baking Co 


roman, extensive experiences Antbracite. bituminous aod high grade gas MAKERY DELICACIES a ¥ 
gloves, hosiery of COALS HOME MADE BREAD. ROLLS olo Loth Street 


would trav “Phos i in ds of wood ane? EM, hy j 
: SLT 5. . ; | : wh > Velephoue Moline 1385 | “Bules ‘h - Marshall C O., Tun: 
() KEN MAR k I | FURNITURE, RUGS AND DRAPERIES 
OF QUALITY 


of brick and sand in dry 
we. Address Th. \ 


Z.. Colorado Springs, 


ISIN POMP 
goede, open for engagement 
ludies wear preferred er 
wwe 6th Mitv hell, fintario. Canada 


revtita 


Hist 2O in Pairmont 
Mieh, 


thoreughiy ekperieonced 
eunting, auditing; office manager 


AUBURN, ', Se ft VINE GROCERIES AND MEATS 
reliatele cone iedtionus buseifiess® woman Miote Specia / eotion Glwen ‘hone Orders 
Mine if Melmont Mo55 Chicago FOSTIER-ROSS (*()., Ine. 


481 Lbeimar Vorest TART 
WANTED Women for good hand and uiachine ' . ’ , ‘hr oo 7 ‘ce . 
* ahyor re” sian i ( | As. # kK 1 ¢ KE R : ( "s ‘ _ Py 4 oe “4 
wwing perm. hort tra, Bat... al hom Auburn's Leading Department Store GRO } It | ON Q] () ALI | y 


workers Handel lturtiett. Mi) N. Mich Av. Chicvage 580% Delmar Avenue : ‘ . 


semen Faeehion Vrogress Heilability, Keonomy GROCERIES gory are es & 
1425 Fifteenth Street 
Moline 1241-- TELEPHONES. Moline 1242 


eee = Senet: ce ormnen BSg., CBirage Al BANY N y CHIAS. FF. SHORT 
COVENRN BSS, mother's helper, secomp. in lan wal. ’ , ° STORAGKE & MOVING CO. THE THRIFT MARKET 
Tilt, 


metern plumbing, 
sh od. Fine unobetruct rin wee lg Py ell “pee asl wr? whpet ag rte : - : ; . , ae , r oN ‘I hth: 
) : & MV A N 1)¢ ys ong distance hauling our specialt) bast 44 aon thih Street ‘Phone Moline 1547 | 


[| Address &. BD. SKID. POR 
( leaners Dyers iV A | TI { A M WAT ‘| [ RS | (jrocertés Sage hay 1 fruits We deliver, 


t, Phtladeiptia, Mn REPINED 

ture. apt. for Auris 8 companion Willing to travel, or go to a ti Ea 
75 North Pear] Street Centiomen's and Ladies’ Models 

‘Telephone Main 3550 JOHN B. BUNTING, JEWELER 


| exceptional bx at'n ere shore Hor O25. Portland, Maine 
rand planes, 5 ; . 
CHURCH ORGANIST—EXPERIENCED +4 
ne 4h M RELY ON LEWANDOSB"” : 2010 North Vandeventer 
PAUL E, DUCOMMUN 


Desires porttion, beet of references A4onpliy DA, 
Practical Watchmaker and Jeweler 


orev 
Address Mrs illartiend. be 
Ave, Seattle, Wash, 


estate, 135 blige 
> Pesort, & SR club 
1, Traverse City, Mich 


om. } 


Nash and Chevrolet (‘ars edt S12 SO. JEFFRERSON STRERT 
GILBERT B. GEIGER 
Certified Public Accountant 
Federal Tax Re ‘ports |— 


WANTHE ID Aseietant in art shop, with 


knowledge of tamp shade making Maviethy PB bebe | hone M O12 SwT-820 Central Nat. Rank Bldg. 


Enlarging, Developing and F inishing | 
for Amateurs : 


Powers Camera Shop 
__PHONE M 1574 | 


Bert C, 


S28 MAIN ST, “une Sherman Av. 


JOHN LOHRMANN VTCH SAR 


Painting and Paper Hanging EVERYTHING FOR YOUR AUTOMOBILE ” 
PHONE wy agg 629MAINST. PHONE M37/I8 — 


EXPERT 


miuented womatt desires position 


< Alte 
Se ee cate ee we 


om 


1514 SIXTH AVENUB 
and 
Brunswic ‘k Phonographs 


Fine Watch Kenairing ” Speetalt ty ' 


CAN 


LETHIN BROTHERS | 
' 


"YOU 


SPRINGFIELD, OHIO 


‘ AUNEM PF InKPROOF STORAGE & TRUCK 
MEN CO. -Transfer, storage, packing, crating aod 
, | shipping Koth phones 


~NEW ORLEANS 
~ GUS GRETZNER 


826.814 Poydras Street 


- Athletic 


b rom June 


cont "LET 
wen room and beth 
fees 1) 11 Monitor 


Pictures lraming 


(;oods 


Aoniter Office Teeton 


WOMAN.@ith son desiree pamition, housework. 
emall family. no cooking A 1h Monitor, 2) 


7 acre 8 -& furn, %. eOth Mt ai uileiaiaiibeicmiae 
a ht rier 


Tel. I 1 nh wr M 


un furnished apart 
ie, 1) Peterborough §t 


a =| py 


1912 WESTERN AVE, 


LUDWIC K'S G ARAGE 


1 Chowne Arent Hours THE CAFETERIA (|| _ ERT : 
MURRAY. ANT IQUES lord Repeirs “A Dandy PI “r* AUTOMOBILE REPAIRING 
Beautiful ae Saeres Mists, Aatique Yuraltore. mao ith Ave, 2 _Phone_ Moline 202 | an y ace to Fat i ‘ E B. BOOTZ 
"3974 Olive. KERNS & VERNON Jefferson & Fulton—Upstairs | Rear 215.8. Madison Ave. 
| ernie 


Phone Lindell 4024 
REAL ESTATE AND INSURANCE : 
GROCERIES 


AUDITING AND ACCOUNTING Peoples’ Bank Bldg., 
Audits, Kxaminations. Systema MOL NE, ee, 

sealed : FP. C. BARTLETT COMPANY 
First-Class Groceries 


J G. OLIVER, ot boat Public Accountant sas 4 ee : 
411 Third National Bank Bidg., ST, LOUIS KE SC Uy ARE DE OF C 

Tr H 2 , AL SH F. O. Phones Main 418 and 8755. 529 Main Street | 
THE PURE FOOD a et a 


R. N. ADAMS Up-to-Date Footwear 
Down Town — Anheuser’s Adams St. 


Ease Witwat’ cae 4°6 Fifteenth Street MOLINE, ILL. | 8 
RTL WORK A SPRCIALTYS _ ThE | ve 
we'll make it right. | ~~ Uv Town — Neii’ 8. 107 _‘38. Jefferson Ave. 


£20 Hamilton Ave. Cab, 2085 M/ If it isn’t right tell us; | Electrical Contractors 
1, SLEATH, Piano Tuner and Repairer. ‘R. P. OCKENGA, Insurance | WIRING —_ REPAIRING 
127-129 South Seferaen Avenue APPLIANCES — winhdeten 


Men’s and Boys’ Clothing 
o Mingle Eeeces on” Office abd Hesidence, S558 Page Ave, FISKSLOOSLEY © 
Telephone Main 4703 104 S. Madison Ave. 


| Aeitivess ©). A. JL. | or aeet | 3 gee. off exp.; 3 yee. retail bu«iness Pay ; to 
tow, Mass. | «ap. i, 377 Son! ior, MeCormick Bidg., Chicago. ] riced K ight Phone Cab. 2510 rhe Store that Keeps Prices Down 


; 


SITUATIONS WANTED. 
W ANT MD 


BINGE TO CONSIDER A 
FAKM. PROFIT att ning PROPORITION on | 
: CTHUPRUWIBRE, HAVING PRACTICAL KNOWL... | 

Senn nn ME OF BEST RKEKEKDS OF CATTLE. SHEP 

AND Hogs. ANT GENERAL AGHICULTULE 

ook KhFERRENCES ADDKREAS BOX KF 1m. 

me MONITOR OGFVICHK, Thos ‘ON, 

a 4 re iw n., HNKALT BOOKKEEPEKM, general and cont acct... 
. * York City, nome exp. public ag? a Tel. ate 
— 7 or addr. DL 2A anitor Cormick Bidg., | 
Pamphlets Hooke, Chie ‘ago. 


vin relating te " 
ih \TLEMAN fesires poelltion as bookkeeper 


Phone M 8215 


teeta — 


The Rex Radiator Shop 
“Equipped to the Minute” 


“1917 Main Street Phone M 45 


D. H. LACKEY ELECTRIC CO. 


re ea ee RED 


New Orleans, La. 


THE CHRISTIAN SCIENCE 


MONITOR, BOSTON, 


Us. 


A.., 


WEDNESDAY, MAY 


i, 


1919 


“CLASSIFIED ADVERTISEMENTS FROM MANY CITIES 


, ILLINOIS 


tality 
Products 


and Cream 
r Butter 
teen Ice Creams 


“ { i 


Li ECATU R 


r COMPANY 


alZ 


; a ‘3 4 
Fas i TO: 
Ua, % 
a, ss 
a” 
| Rolls 
‘. 


+ 93.8.. 
ORTH 
GROCER CO. 


> ™ 
rx 


ae.” 
- 
— 


—Manufacturers whose 


™ your guarantee of we 
and the highest quality. . 


7 WATER STREET 


a & PEA 


te r 10 r 
‘orators 
ce Work a Specialty 
ATUR, ILI. 


YWERS 
| ‘occasions 


i. oy 


mR 


ee 
‘ 4 MU 
fe Men and Bove |* 


eimer_ Clothes 


ILL. 


ND CL RANING CO. 


Domestic Rugs 
hs Repaired 
GUARANTEED 


« CATUR 
AUNDRY CO. 
NE 5834 


K- (On 
r 1 and Women 


¢. 


hé Fol rath 


Shoes thevsetiasy 


ATUR, ILL. 
swe 


aig Sole Agent 


Fairview 1 | 


mublic Truck Co.| 
klin Street 
ATUR, ILI. 

os GARAGE 
IMOBILES 


af —— Storage 
} WOOD STREET 
Y r TIRE CO. 
in Automobile 
Se Mtepsiring 


a ae 


Tires 


Mair 7 


‘Td 
Distributor 


wit A HOME’ 
WARTZ & CO. 


mY AND SUPPLIES 
PORAGH BATTERIES 
fies 566 N. Water &t. 


TURE CO. 


suse Furnishers 
WATER STREET 
Vv.  MONTG OMERY 


7 
i ve 
Main 


Be itlectric Co. 


: tri for the Home 
. Main Street 


— er eee: 


PRINTI NG CO. 


= TERS 
ss We Do Engraving 
eee | STREET 


= 


No TON, ILL. 


OOP AA A GG Be. 


H. Roland 


| tun STORE THAT SKLLS 
PY ERY THING 
WOMEN AND 
READY-TO-WEAR” 
4 

PON aly kK 

T ory ‘RLY SPRVED 
x A. tos P.M. 
_Hitneis Netti Entrance 


5, Restaurant 


E POST OFFICE 
ABLE PLACK For « LEAN | 
OR THE Peorie 


EDERER 


am AW Pele pe mereotaes | 
INT STRE 


SORT 


1 hh 
ay 


POR 
MINS ES 


_* Grocery and Market 


; 
/ RO Madison Rtreet 
of the leading food man- | ) 


: Poone 0. P. 6700. Cor. Lombard & Chicago Ave. 


131, N. Oak Park Ave. 


— a 


THE 


STARR 


‘Steam 


~ a te 


| 


ede ae ate 


PAL AB ML ALG AGL ALO GE LO LL LL em 


‘HODGSON’ S 


RESTAURANT CONFECTIONERY 


Excellent Fountain Service 


Meals Table d'Hoéte and A La Cartéd 
Home cooking, home made ice creams and candies. Prices moderate. 
One of the finest places of its kind around Chicage. 
Private room for parties luncheons, etc. 
Automobilists will find many conveniences. 
(Autos take Washington Blvd. to Wisconsin Ave, then 2 blocks north) 


124 Wisconsin Avenue, OAK PARK, ILL. 
| Next door to Oak Park Theatre 


i di 


ns 


OAK PARK, ILLINOIS 


Dry Cleaning! Rug , Cleaning! | 


Laundry Service! 

Ours is a department pas at last, and 
we are proud of it. ur employees are 
trained. Our methods studied and care- 
ful. Our equipment is complete. We 
believe you will find our emplovees to 
be courteous anc obliging. Try one 
of our phone nurbers. 


BROOKS LAUNDRY CO. 
Oak Park, 182 Austin 867 
Oak Park’ 183 Maywood 50 


W. W. MYERS 


‘delivered daily to your door. 
‘consistent with quality. Telephone | - 
Oak Park 221 and ask for 


001 Lake Street 
MAYNE Dec orating and 
Painting 
Wall Paper and Paint Supplies 
109-Marion St. 


Tel. 0. P. 5800 | 


FRED KNOOP 
GROCERIES—MARKET 


Tel. 145, 146. W7 Onk Park 


H. H. KRUEGER | 
GROCERY and MARKET 


—s 


The Children’s Dress Shop 


Designers and Makers of Children's RR 


807 &. Boule rard 


CATHERINE G. T OMPKINS 


BLOUSES — BRASSIERES 


114 Marion St. i ae 
I. CARD 


& 
DRY GOODS AND MEN'S FURNISHINGS 
Tel. 0. P. 6739. 


| 860 Harrison Street. 


MORTON & MORTON 


Blouses, Gowns and Tailored Garments 
111 So. _ Oak Park Are.. Oak Park : 


ARTISTIC PICTURES AND FRAMING 
Grable’s Art and Gift Shop 
122 N, Oak Park Ave. Tel.:O. P. 


i MILLINERY 
OLIPHANT, 108 8. Ridgeland Avenue 
Tel, Oak Park "AAS 


~DRECHSLER STORAGE CO. 
Storage Moving Packing 
11S 82-89 LAKE ST Oo. PF: 1s 


a 


GARBERS BROS 


Grocery ‘and Market 
327 S. Boulevard. Tel. Oak Park 2300 


BALCH-LINDER CO. 


Decorators—Complete Paint Store 
Tel. 0. P. 328 


PRI N T ING 
FOREST PARK REVIEW 
whe peas HAIL-HALIL-HEILEMAN CO. 
7444 Madison Street 


, HARDWARE 


1034 Lake St. Tel. O.P. 142 : 


HANN 
493 RAN E k 
| 216 Wiscensin Are. Tel, 
AVENUE FLOWER Sttiorep 
out flowere and blooming nlants in season 
Oak Park, Il. ‘Tel, S49 


— 


713 
©. P. GR59 


Choice " 


81 Lake St. Tel, 


ee ee eee + 


‘CHAMPAIGN, “rR 
“PUBLIC SERVICE 


GARAGE 


(seneral Auto Repat 
Sai aa; ON. 
C. A. KILLER, House Furnisher 


ieeollections of quality endure long after price 
ix forgotten 


eA En ES ee — —_ 


WILMETTE. [LLINOIS| 
J: GALITZ 
‘A ee cdevie’ and M 


Telephones 
Wilmette 4°97, 408, 499 


BOWMAN 


Dairy »* ompany 


ats 


rel, 


Wilmette 


~—— | mic! HICKORY 


’ 


ROCK ISLAND, ILL. 
AS Mie CabeG@ 


Spring Exposition 
OF WOMEN'S NEW APPAREL, 
MILLINERY AND FABRICS 


CHANNON & DUFVA 


Plumbing and Heating 


Steamfitting Supplies 


Telephone Wilmette 1899 


A HOME BANK 


that eniors the protection of the 
Peceral Reserve Bank 
BANK 


FIRST NATIONAL 
OF WILMETTE 
Ss. H. CRAMER 
Dry C;oods 


Notions, Ladies’ Furnishings 
Telephone Wilmette 5&8 


TAYLOR'S 
DRY GOODS STORE 


Wilmette Avenue Phone 1014 
| H. D. DAVISSON 
Resse =| « INSURANCE 


| M187 SOLTIT DEARBORN STREET 
: 
' 


1225 


Wilmette : 
; Repair work promptly attended to 
if W. 17 . ROCK ISLAND, ILL. 


e Phone R 1 148 ‘ie 
Hl. ‘T'remann’s Sons (Co. 


BEEF, MUTTON 
VEAL and PROVISIONS 


CENTER MARKET 
1700 Third Ave Two phones: R. I. 103. R. I. 102 


M. W. ANDERSON 


lor Iligh Grade Groceries 


EV ANSTON, ILLINOIS 


| On L- 
fOVNTAIN 5 [VANSTON 


We eal! vour attention to our CHILDREN'S 
_ §TIop where the best of erersthing In appare! 
for wee and iarger kiddies is displayed in 
Qttractive etvyles and ovrices. 

At this time our drapery derartment 19 moat 
—eficientiy eaqnipned to care for your every need. 
. You will find io all seasons of the year onr 
| Hiowliery and Underwear Sections are particulariyv 
able to care for your needs. We especially 
featnre Wayne Knit Stockings aod Munsing 
Underwear. Both lines are widely known. 
Thelr reputations prove tbeir reliability 


Distributors Coal Co. 


ENERGY COAL Domestic 
High Grade Pocahontas 
and Anthracite 

St, Tel, 
~ Chieago Office: Old Colony Bldg. 
Oak Park, Chicago, Evanston. 


Telephone Evanston 472 and 112 


Evanston Carpet Cle ‘aning Co, | Inc. 


EST. 1906 

REPAIRING OF 

AND DOMESTIC ROGS 
KOBIIGAKIAN, Mar 


ROCK ISLAND. 
Phone RR. I. @& 


WIDDEL 
and Canned Gooda 


Rock Island. 


‘CHICAGO, ILLINOIS 


The Oldest Bank in Woodlawn 


WoopLAWN Trust 
& SAVINGS: Bawk 


1204 E. Sixty-Third Street, CHICAGO 
Resources $3,000,000.00 


YOUR PATRONAGE INVITED 


Audits Investigations Systems 
Conetructive Accounting Income Tax Reports 


CHARLES A. BONDESON 
PLEBLIC ACCOUNTANT 

541 OAKDALE AVI 
Vhone Lake 


NSURANCE 
W. HORACE 
Building 
CHICAGO 
. GAGE, Insurance 


CHICAGO 
Whe 


4111 7 Avrenne Tid. 


_# 
Freeh Meats 


1815 24 St. Til. 


lso 


1624 Davi: Evanston 6591 


| Yards: | 


CHICAGO 
4456 


View 


CLEANING AND 
ORIENTAL 
Te). 277, L. u. 


CITY NATIONAL BANK 
Commercial] and Savings Departments 
Safe Deposit Vault 


JOSEPH F. PIERSEN CO. 
IMPORTING TAILORS 
Tith NORTH SITORE HOTEL 
Phone 27 Harry W. Porter, 
CONFECTIONS, CANDY, 
CREAM AND SODA 


Everybody 
_ THEKORBOLD, 


SEIDEL’S 


LOCHER 


Marquette Central 2500 


EDWIN C 
175 W. Jackson Hivd 
Tel, Waharh 4047: Evanaton 


SAMUEL GRAHAM, Insurance 


442 F. 46th Place Drex 7677 
Jackson Bivd., Web. O62. CHICAGO 


A FURNISHED HOME 

FOR THE. SUMMER 

FOR RENT .-FProm June let ta Get 
urvuaily charming bome on VFairhank 
») Davie St. verside facing River Itey nd 


THE HOMK oF mds 12 miles (23 mins.) from Chieago. Lavely 
GOOD BAKING trees slrubbery, lowers and large gurden, which 
Cash and-(arry Kyatem will save you money. will te cared for by ower Very comfortabte 
Investigate 910 Chicago Ave. Phone 1200 wy ° nee bees (Prank i tae Wright 
ae . : arefiitect), sultatbie for minily « a = we 
RHODIN BROTITENS - 

GROCERIES, FRUITS AND VEGERTARLES adults (omplétely furnished $12 month 
7 ‘ » SI. Tel. 1221; 1080 0 b Tel "RR Kefs. exchanged. Addr. or call on ft Taylor, 
817 Noyer el.1221; 10% ureb Bt. Tel S832 qoy The Rookery, Chicago. py boeonres 
©. GAIATZ 


A hye) Riverside, office phone 1800 
Meat mnie * Your Account 


Pres, 175 W 


ICE 


lat An 
lioad in 
wate iiewive 


ane to 


modern 


" 
Ww 
Menidence 

Wabash 
Solicited. Chicago 
001 Davis Street 
Gc. «,. BCUHUEKIRE, INC.--The 
rices, anslity and services 
eminter Kt. 
NURSERYMAN- LANDSCAPE 
JOUN FREEMAN 
® RIK Noyes Street, Phone 1106 
KVANSTON rInEP ROOF WAREKHOUMK — 
| Bierage. Moving. Packing. Cheire and Tables 
for rent Main office 1621 Henson Ave 
VicToOR TALKING MACHINGS and Kecords 
wold at BRECK EM'S MUSIC BHOP. 801 Dempeter 
| St. evanston 


Heal Ketate. Investmenta, lnsurance 

INGERSOLL 

1110 Eryn Mawr Ave 
2016 BROADWAY 

for 2. 2 clowets, aleo single rm. : 
men or couple Meala. Tel 


WANTED A home in Chicago 
requiring care and attention. Priv 
Addr. O 12, Monitor, McCormick Bidg 


WANTED by busi 
in private familly 
BP 27 Moenitor Metorm i: 


Renting, 
& WEEKS 

Tel. Suanyaide 7023 
Large front room. sultable 
light: gentle 
Wellington 7450 


for women 
home pref 
Chicago 


whose 
OO! 


grocer 
are rigtt 


VARDENER 


ness Woman, room and beard 
flak Park or Atatin Adar 
‘k Kidg.. Chicago 


oMce in auite in 
lemon rwrt time 


Metlormick Hldg 


Yor rent. one or two 
person requiring attendant 
lireael 


- . 
centrally 
and eve 
Chicago 


On RENT. -.Purn 
lm ated bhutiding in 
ning» ‘9. Monito 

~ 44TH &T 
would accept 
' good tranusp. Tel 


Classified heverisine Charge ; 
20 cents an agate line 

estimating space, gure seven 

hie, P 


92°; 


~ 


in words to remorse 
| the 


woe’ 


| 


The Chesterlyn Frocks and The Kiddie Kreeper. 
T el oO. P. 661: ' 


' 


| CHICAGO 


H. 


Pure, Clean Milk 


Price | 


Borden's Milk ,. 


Oak Park Fone 199. 


——" | 34 W. Van Buren Street 


uring $367 N: Clark 


j lile 


COP BS® LOO ee a a a PPB PLP LR Lhe ley 


WILLIS & ATWOOD 
SHOES 


For the Entire Family. Satisfaction Guaranteed. 


AEE 


PORTIA %0: 


Mrs. Z. S. Corson 
4th Floor 


An exclusive woman’: shop 
devoted to the needs of 
women who desire comfort as 
well as style. Extra sizes | 
large women. No catalog. 


ramhe}; 
» (hoes 
ARTHUR’ S 
HATS 
~~ O4.— 85 
Popular Prices 


Quality 
Style 
Value 


Arthur Feilchenfeld 


1371 
E. 63d St. 


Telepbone 
P, 817 


State and Monroe 
CHICAGO 


1002 E.. 63rd St. 


ll E., Adams Street 
CHICAGO 


Andrew S. Thomas 


1124-26-28 Wilson Avenne, CORNER CLIFTON 


Special showing of attractive 
spring merchandise May 10th 
Excellent Assortment of 
MUNSINGWEAR 
LOUIS THURINGER 
TATLOR 
412 413-414 Hartford Building, CHICAGO 


Corner Dearborn and Madison Streets 
Phone 3164 Central 


Men’s Furnishings 
HUBERT SCHUMACHER 


409 North Tel, 2499 


ns 


Arenne 

MATSEN & CO. 
MEN'S TAILORING 

16 20 Madison St. 


EHRLICH 


T AND HAT COMPANY 
Street, opp. ‘‘L’’ Station, 


Ie (2 TATLOR 


AND CLEANER 
OH248 Ellis Ave 


Phone Hsde Park : : 
TITKODOR KRUEGER 
MARDWARECOMPANY 
Ilardware, Tools 


Kitehen Outfitters, Tlonsehold 
Mnectalties, Paints Janitors’ Supplies 


4543 Broadway ('' Uptown") ' , ; 
729 Milwaukee | meal ( Li I¢ AGO 
Monroe 315 


hones Kdgewater 1240 
C.& FF. HARDWARE CO. 
Carpenter Work end General 
House Repairing 
Electrician, Tinner and Locksmith 

Screen doors made to order 
Painting and Glazing 
5 North Clark Street, 
Tel. ltinecoln S834 
CHAS. C,. DOSE 
Plumbing and Heating 
Jobbing and Overhauling 
1hO% Tarrabee St Tel. Lincoln 17 


‘ sregvr 
PF. Pi rIBONE & CQ, 
18 SO. LA SALLE STREET, CHICAGO 
Printers, Stationers, Binders, 
Lithographers, Steel Die and Copper 
Plate. Engravers 
An up to date plant to meet vour wants in all 
lines of stationery for home and office. Special 
forma for churches and Sunday schools. 
titioners’ los leaf antfits, pocket size 
books amd office supplies 
Remember the addresas-18 80. LA 
| A ) \ A | 4 
a fh , ‘ ‘yy ’ ow. 
PRINTING SERVICE 
trTO DATE METIIODS 
REASONABLE PRICES 
Room 213-—-542 So. De arborn 


Phone Harrisen 5507 
Our representatives will call on Fou 


Kenfield (oe Muvtications 
| each and printing 
Co. 


Personal. 


Lincoln 


Chicago 


SIR 
Chieago 


KR U 


re hary 


Fine Cutlery, 


979 


Blank 
SALLE ST. 


ae 


St. 


Delivered on time. 


Day and night service. 
610 Federal] St. 


Business or Professional 
CARDS 

[Engraved or printed in Correct Style 
DUNWELL & FORD 
The House of Good Stationery 


114 So. Wabash Avenue, 


Printing and Engraving 
626 Federal Street Harrison 2455 


RIDER & DICKERSON 


PRINTERS 
Hi8 Federal St.. 
hi SLi ew & co 
I TERRES 
Market St... € sie ago. Tel, 
FIDELITY PRINTING CO. 
Charles E. Tench, President 
712 Federal Street 
YOU ARE welcome to visit and look over our 
exceptional variety of hand-wrought and 
ported ¥te from the least to the most expe 
sive. DE ODD KRAFT GIFT SLIOP. 
Kast 47th St... Chicago. 
Metal Sky-Lights« 


Harrison 202%) 
NEWELI, 
? § 


CHICAGO 
1NT No Main 40929 
Wah. 8679 
igi 


Sheet 
Roofing 


a Specialty 
Metal Cornicves Slate and Tile 
M. L. JENNINGS 
4919 LINCOLN AVE., CHICAGO 
Tel, 564 Ravenswood 


GEO. M. NELSON 
RELIABLE PAINT STORE 


Paperhangers’ and Painters’ Supplies 
Painting and Decorating 
8227 LINCOLN AVENUE Tel. Lake View 3456 


OTTO F. HAHN 


Painting, Decorating and Paperbanging 
Paints, Glass and Wall Paper 
1230 Olybourn Avenue, CHICAGO 
Telephone Diversey 4234 


KERSKINE DOUGLAS, Prop. Tel. Oakland 3655 
Kenwood Jewelry Shop 
1457 EAST FORTY-SEVENTH ST... CHICAGO 


VACANT IN SORTH EVANSTON 
for residences or high grade apartments, 
lske and N Mletated: @@ ft. lots 
sw) ft Terme arranged 

Ww. HENNESSEY & ©. 


mee, OC. dc Bee. hogewater 


Argyle LUGS 


LPB PB LLL AGA el 


SHOP. 


North American Bldg. | 


| 2921 Lincoln Avenue, 


109 S. Dearborn | 
One of America’s Largest Retailers in 


CHICAGO | 


'When You Clean House, 


P’rac ' 


Chicago | 
CARBERY AND REED 


im- | 


{G48 Calumet 


| 4421 Broadway 


All, 
Suitable | 
Near | 
$10 to 


CHICAGO, 


“The 1900 
Cataract” 


a Fi 


— 


» Mark This Down 


The 1900 Cataract Electric Washing 


Machine, steel frame, all copper tub, 


‘swinging wringer, highest grade 
wringer rolls, 4% h. p. General Electric 


Co. motor, 8 sheet capacity, the high- 


est award winner at the Panama Ex- 
position, highly recommended by 
“Good Housekeeping”; we guarantee 
same for 5 years. Cash price, $150; 
monthly payment price, $160. Com- 
pare this washer and price with the 
other makes of washers, please; sev- 


| eral thousand in use right here in Chi- 
cago. 


All sent on trial. 


A. W. KRATZ 


Phone Garfield 1450 
Phone Humboldt 1800 
Phone Graceland 5179 
. Phone Normal 402 


8409-3411 W. Madison St. 
2255 Milwaukee Avenue, 


6534 S. Halsted Street. 


Washing Machines 


| To Soldiers and Sailors Away 


From Home 


} . 
‘who wish to send flowers to their 
friends or relatives 


Bohannon Floral 
give their orders 
Flowers 


Co. will be glad to 
special attention. 


_| graphed everywhere. 


Bohannon Floral Co. 


75 EAST MONROE ST. 
Michigan and Wabash 
CHICAGO 
Telephone Randolph 1799 


~“SAY IT WITH FLOWERS” 
41700 Sheridan 
Road 
CHICAGO 
Phone 
"670 
Mdgewater 


Retween Ave. 


or GENK 


FLOWE 


Prop. 


R SHOP- 


HALL, 


Marine’s Flower Shop 


1134 Bryn Mawr Avenue, Chicago 
Phone D272 Edgewater 
NO MATTER WHAT THE OCCASION 
FLOWERS ARE WELCOME 


A. 


| f£. Datw Gh: 

Special Designs and Decorations 

Argyle St... Chicago. Tel. hd@ewater ean 

a more individual, better 
direct service, phone— 


IMB, 


For 


BOULEVARD 9500 


Lyettrg and Cleaning C: 


Office and Works—308-324 W. Sist St.; 


ur antes make daily trips to all parts of the 


city regardless of location of our Dranch stores, | 


& McLAIN 
18I4 
Pioneer Cleaners and Dyers 
FRANK HARSCHER, Mgr. 
Main Office and, Works: 


820 EAST 39TH STREET 
DREXEL 1349 


COOK 


Established 


Remember Us 


American Pneumatic Carpet. 


Cleaning Company 


1033-1041 West lI.ake Street, Cor. Carpenter 


Monroe 1495 
A Courteous Estimator at _Your Service 


WUITE FAGLE [AUNDRY(O 


2719-27239 FULLERTON AVE. 
Armitage-9, Chas. 
Ls A Laundry of Superior Service 


BURNS CLEANER 


and 
TAILOR 
PRESSING AND REPAIRING 
1122 Thorndale Ave. Tel. Edgewater 512 


Y. BAKERIAN 
ORIENTAL RUGS 
Cleaning. Kepairing Rugs and Carpets 
920 Montrose Ave., Chicago 
Ravenswood 7640 


K LJ R7 CLEANING 

PRESSING 

4646 Sheridan Road, Chicago. Phone Edge. 
Cleaning and Dyeing 
DAVID WEBER 


THE MAN WHO KNOWS 
Phone Douglas 524 


DRESCHER 
CAREFUL CLEANING AND TAILORING 
4400 N. Clark St., mr. Montrose, Tel Edge. 4650 | 


J H | L L Tailor and High 


Grade Cleaner. 
Chicago 


Tel. Nielsen, Pres 


AND 
SHOP 


7845. 


Lake View 4162 


MATS Broadway, 
FIRE PROOF 
Werner DOG. cromarie CO. 


Packing--Shipping—Removals 
Main (Office, 2815 BRROADWAY 
Warehouses: 

No. 2. 2257-68 LincolnAve. No.4 —-4917 Broadway 
No. 8 —4640-51 Brondway No. % -8188 N. Halsted 
All Phones: Lake View 33 


KDWARD C. BUNCK 


INTERIOR DECORATING AND PAINTING 
Dealer in 
Paints, Glass and Wallpaper 
Avenue, CHIC AGO 


Tel, Oak. 845 


NYDEN & THUNANDE R 


PAINTERS and 
DECORATORS 


“960 Michigan Avenue, CHICAGO 
Telepbone Calumet 6192 


MILLINERY 
ATWOOD & WALKER 


Tel, Sunnyside 2778 


SHOP 
SMITH 


CORSET 

MK DITH G., 

(CORSETS FITTED MODERATE fRICES 

Washington St Tel. Central 1669. 
LA ROSE CORSET SHOP 


Corsets fitted $2.00 
Clark St. Tel. 


SS F, 


and up. 


440 No Ravenswood 1049 


Oe laa al al tl Gt LA LOLA al a ea i LL ll eg a lg htm 


tele- 


We Deliver Everywhere | 
CUT FLOWERS AND 


and) 


CHICAGO | 


& Treas, | 


- POLLMAN’S - 


3807 Cottage Ee Ave., 


(eZ 
aa 


1514 Stevens Bidg., 


GOW NS. 


HIG H CLASS , 


ILLINOIS 


OOP LAL LL OL i A ag lo we 


\ 


We Guarantee every article we sell. 


S 


SOUTH SIDE STORE 


Ashland Ave. and Forty-Eighth 
NORT 


tion-——of permanent excellence of fin- 
ish so as to offer years of service. 


Vi 
OUSE FURNIS HING GO. 


115 SOUTH WABASH AVENUE, CHICAGO 


WEST SIDE STORE, 


The combination of 
happy thoughts and 
joyful incidents with 
the actual furnishings 

of a house. 
make rea! 
lLiome. 
But 
this 


a 


to make 
possible 
the furnish- 
ings of your 
home must be 


‘go0od—of durable construc- 


Your extended Account solicited. 


Ot eee 


A AI A a et eect 


et) CHICAGO STORE 
9133 Commercial Ave. 
2023 Milwaukee Ave. 


= 


PERLSON. 


FURS EXCLUSIVE 


Spring & Summer Furs 
Coats and Wraps 
Fur Storage 


502 NORTH AMERICAN BUILDING 
36 S. STATE STREET 


_ Phone Central 3038 CHICAGO 


S16 af WHERE Pune 


“ CANARY'’S =| 


Rav. 
| 3740 51836 NORTH CLARK STREET 


374 
; 


Se cSemss ep 


BL OUSES, NEGLIGEE 
LINGERIE 


- Tel. 


| etwas as) Re) om 


, 


Fdgewater 
Wellington 
Ravenswood 


Ber 5 BROADWAY 
(19 SHERIDAN ROAD Tel. 
| ante - SHERIDAN ROAD. Tet, 


THE TAYLOR 
DRY GOODS CO. 


A Complete Line of 
INFANTS’ WEAR 
IHlalsted St., 
Normal 990. 
TAILORED 


6436-6458 So, Chicago 


Tel. 


essie 


ac 
50 N. Michigan Ave. 


auien. 
E. A. HOLDEN 


DRY GOODS AND MEN'S 
| FURNISHINGS 
| 70380-7082 North Clark Street — 


am SONIA 


Millinery Corsets 
$5 to $15 $2 to $10 
3445 N. Crawford Avenue. CHICAGO 


Tope & Howie 


MilL.WINERLS, 


AND 
AFTERNOON 
DRESSES 
TOP Pe > sta 


wRars 


\ 
' 


a Smart models are now’ o1 display 


723 Marshal Field Asin” Chicago. 
Esther E. Wright—Hats 
Rand Made" BLOUSES 
116 South Michigan Avenue, Aggies 
LAKE VIEW BUILDING 

(2 ~The - 
fA) Little Hat Shop 
Around “Ae Corner 


Mrs. H. Bates, — 
Phone Lincoln 5320 i. Clark ‘k Street 


HATS axes ce 


} a 


Suite anes, Stevens Bldg. 
HICAGO 


HATS and _ 
FURNISHINGS 
Chicago. Kenwood 5716 
DUNN’S*STYLE SHOP 


A Full “sth of Ladies’ Garments 
SA47 N. Crawford Ave. Tel. Irving 8922 
MABEL C. OLSON HELEN E. SIEMON 
Mm i s; & 


Frederic C. Rartelle 
Designer 
Snite 1118, Sievens Bidg.. 
Phone Majestie 7057, CHIC AGO 


LACY & COMPANY 


INE RY 


4611 | 
L305 | 
2104 | 


vet) and Designers | | 


| 1443 FE. 


BROADWAY FAIR 


5067 Broadway 
HOUSE FURNISHING GOODS 
HARDWARE, PAINTS AND GLASS 
Orders for Window Shades and Cleaning 


Forest Glen a 
ome (Creamery 


Office 
| 3737-39 


Southport 
Avenue, 


CHICAGO Company 


Bottled in the Country 
For Quality and Service Try 


KEE & CHAPELL 
DAIRY COMPANY 


Phone Main Office. Sopertor 71 CHICAGO 


OUR COOKING 
BY WOMEN 


“HAS THE HOME FLAVOR 
| CAFETERIA SERVICE 


GURNEY —23 S. Wabash Avrenue 
MADISON—-221 W. Madison Street 
UNION--557 W. Jackson Bivwd. 


CHICAGO, ILL. 
BAKE RY 
DELICACIES 


Ice Cream and Confections 
Lunch Pastries 


Orders Promptly Filled 


1317 E. 63rd Street, CHICAGO, ILL. 
Tel. Hyde Park 3789. 


ee es 


Illinois Cafeteria 


MALLERS BUILDING BASEMENT 


5 So. Wabash Av., S. E., cor. Madison 
THE BROWN DOT 
R EST AURANT 


+ Baoan AY 

AFPTERNOON 
| Dinner. .7Se- and $1. ro LUNCHEON 
Sunday Dinner $1-1.25 and Sundaes 


Cc. J. GUDERYAHN 
Groceries and Meats 


The Best of Everything at Lowest 
Market Prices 
Agents for Knox Gelatine 
3916-18 Broadway 4 Telephone, TF. V 


Luncheon 


Sodas 


Dalal . 


—-—- = ——— = a —- ——— epee =~ 


THE SWENSON COMPANY 
High Grade Groceries, 


Meats, Fruits and Vegetables 
STORES 
1142 Bryn Mawr Avenne 
1518 Howard Street 6127 N. Clark Street 
5693 aoe Sees = N. —_ Street 


Sides we Basta. 


nality = Service 
Greenview Ave., CHICAGO, Tel. I. = FS 


KENWOOD CO. 


1960 E. 47th Street 

PURE FOOD PRODUCTS. MPATS 

GROCERIES and TABLE LUXORIES 
Telephone Oakland 1055-1056-4318 


ORCHARD & ORCHARD | 


Everything Good to Eat 

AT FAIR PRICES 
53rd St. 2330 F. Tist St. 
H. P. 635 _Tel. Blackstone 116 


THE 


i 
| 4357 
j 
oy 
| 


Tel. 


Blanche B Beckman | DIER BROS. --Meat Market 


Lake View 5622—3253 N. Halsted 
CHICAGO 


GROCERIES AND MEATS 


Tel. 


Suehlsen’s Market House 
2711 N. HALSTED. el. L. V. 10085 CHICAGO 


KOLBE BROS. 


High Grade Groceries and Meats 
3000-6 Broadway, Chicago 
Phones L. V. 736-22 Wellington 2206. 


—o 


| 


Millinery | 


17 N. State, Suite 1120, Stevens Bidg.. Chicago 


COR-TELLE SHOP 

Hats, Blouses and Bags 
CORA LUDOLPH — ESTE LLE LUDOLPH 

Phone Kedzie 1494 — 3406 Carroll Ave. 
M.L. Patrick Phone Majestic 8920 


PATRICIA SHOP 


D. 8. Riley | 


‘apes, Coats, Suits, Dresses, Blouses ; 


iT N. _State St., CHIC. 
favlor & 
4513 E. Raveusnere. Ave., 

Near Wilson 
CHICAGO " 


ie 


‘Dressmeking— Suits and Gowns 
SCHROEDER 


SUS Diversey Parkway at Tel. 


ARTISTIC MILLIN NERY 


A. Francina Johnson | 
Montrose Ave.. Chicago. Tel. Rar. 5380, 


THE BIRCHWOOD 
HAT SHOP | 
‘1331 Jarvis Are., 


fie 


MILLINERY 


op ODP. | 
Birchwood Station | 


a See 
| Specialty: 


Lin. 5584 
~~ | 8015 Bernard St. 


AGO | 


Hardwood Floors. 


ED WOLF, Butter and Eggs 
Direct from Country 
Personal Service and Delivery 
Graceland 8779 _ 3528 N. Claremont Ave. 


‘TRIEN NENS BAKE SHOP 


3010 Broadway 
Tel. Lake View 5602 


WM. H. COLVIN & CO. 


Bonds—Stocks—Grain 
104 South La Salle Street 
CHICAGO, ILLINOIS — 


BADE R-PETERSON-COOK CO_ 
LUMBER 
All Kinds of Building Material 


Crating and Box Lumber 
-1042 W. North Ave., 


Tel. Tincoin 221 or 772. 
E. SEWARD ~~ Carnes 


Garages Built. urnit 
Repairs, Literature Hacks. Hiané-maés is 
Pamphiet Holders ~ 


» Chicago. Tel. 


Manufacturer of 
Lay Y/ 


Chicago 


- 


Irving 5454 


PICTURE 
FRAMES 
4935 Broadwar 
Chieuge 


1613 Ovingten Are. 
Evanston 


q 


. 


THE CHRISTIAN SCIENCE MONITOR, BOSTON, 


oe Aig 


WEDNESDAY, MAY 


— 
iy 
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BOOK REVIEWS AND LITERARY NEWS 


7 


MONG THE 
S OVERSEAS: 


ks, among the Amer-. 
stil in service, can | 
ppreciated except by | 

e actually come in con- | 
who find the time. 

ily upon their Hands, 

or the longed-for order 
some port of embarka- 


ot 
“ae 


American soldiers in 
y their desire for books 
shops. The importance 
, ue those Parisian book- 
bE aeecalise in volumes 
74 is emphasized by 
4 stocks they are getting 
means of transportation. 
sin camp in France can 
s of the mail order sys- 
' booksellers are zeal- 
ging. 
; in the American i. 
4 ‘in Germany are not so! 
ie German booksellers | 
ps and language books, 
lat the doughboy is de- 
the ministrations of the | 
brary Association to his | 
eravings. Difficulties of | 
nin Germany have made | 
(of A: L. A. units slow | 
quate to the demands, 
eir services, the prob- 
Stning these impatient 
ens would be greatly 
Pi. 
z. the three questions in- 
“by the doughboys, to any 
4 “] an interest in them, 
1 do you think we'll get 
ll there be a job for me?” 
I get something to read?” 
is a leave center for 
devour the few books 
le-worn newspapers and 
vith an avidity equaled 
r healthy appetites. And 
a at these two points is 
¢ of all. 
lat the boys are unable to 
ind of books they ask for 
sarily a tragedy. A new 
developed in many in 
» passed by. The vital 
t these ‘boys are forming 
oe ling, and, upon their 
fil life, will exercise their 
‘of selection far more 
would previously have 


ae 


ha played its part in war, 
m peace. A chance mect- 
engineering handbook has 
he desire for self-educa- 
san g gratified by many 
the American Army who 
ttend the courses opened 
t the Sorbonne in Paris. 
army conditions has been 
t for many. They have 
ictical advantages of edu- 
ir officers, and, with the 
lat books offer the surest 
ft way to advancement, the 
not been slow to put 
knowledge into prac- 


nd 


ATIC PROBLEM 
Ly DISCUSSED 


—— 


H. 
Ltd. 


nine of Asia.’ 
ndon : Casse!! 
4 n’s views upon the re- 
fem to som races to Asia- 
em to some people to be 
f his anticipations to be 
it ufficient foundation, but 
; who dissent from them 
| that he expresses them 
viction and vigor which 
siful attention. Eventhose 
posed to the demands, put 
1 ndia , Can study his survey 
" government and British 
with advantage. The 
the connection of Great 
n India he considers to be 
the British, benevolent 
| government has been, | 
alesced with the people, 
med a separate current 
A ‘the life of the country it- 
ess there are many people 
S attitude toward the| 
S% of Europeans on the 
itinent will be distasteful, 
Tl find peculiarly unpalat-. 
ew that the reforms whic hi 
“peoples introduced, in the 
A ‘their intercourse with 
l peoples of Asia, weigh as 
the balance with the harm 
erally been done. 

Well to remind his readers 
8 with the geography of the 
“is with the inhabitants, 

> break in territorial con- 
Olute division of race, | 
Fin fact, a conterminous 
Sia from whence al], or 
dominant races are de-| 
his survey of Asia and | 
past, with their succes- | 
/ of invasion and counter- | 
y nico to Asia and Asia | 
@ also reminds us of our 
5 to Asia in the regions of. 
rts and crafts, and soc ial | 
His brtef, but remark-. 
mmary of the various | 
irope by purely Asiatic | 
eminder that a renewal of 
ts if not impossible, and | 
j is the moral which his | 
tates. The contrast wh! ch | 
3 ween the attitude ef Euro- 
tics inthe Sixteenth. 

fd carly part of the 
. fr, and since, is vivid. In | 
— period, the behavior of 
berchants and missionaries 
Mmtial; in the latter period 
the English, more particu- | 
We convinced themselves of 
ty of their methods, ad- 

E philosophy. and religion, 
ceeds to produce facts sup- 
‘ ntention, facts which it 
0 mtrovert. One of the diffi- 
| he foresees in the near) 

tf although the Chinese 
enturies resnained at the 
"of evelopment, external | 
ing them forward; and, 
& buat tupadble of mold! ing | 


ae 
of » 


By M. 


i*o. 


& 


& 


a 


. ” 


te 
on 
ae 


Cight- | 


| space 


Sey- ; 


| titie claimant) a master of recog 
ability, 
cept its simple fundamentals conveyed 


their own. in industry and commerce 
with Europeans, they are ceasing to be 


the negligible quantity amangst the. 


‘DR. JOHNSON ‘AND 


HIS WORLD 


nations which have for so long ex- | 


ploited them. This exploitation is 


partly to be explained by the innate, 


pacificism of the Chinese, which has 
led them to neglect military training 
with a view to self-defense; 


clearly the vicious circle in which a_ 


world. is revolving which willfully 
rushes down the steeps of mad com- 
petition,.in preference to following the | 
saner path of cooperation. 


If the indictment of Portuguese in- 
eptitude and dishonesty in India dur-' 
| know, but are above the rules.” James 


ing the Sixteenth Century is scathing, 
that of England’s policy with reference 
to the opium question is equally sting- | 
ing. 
outrageous infringement upon 
rights of the Chinese Empire. How 
intensely this was felt is evidenced by 
ithe fact, according to his’ showing, 
that whenever risings in China took) 
place against foreigners, from what- 
ever cause, the opium traffic was de- 
'nouncéd and found no defender in any 
Chinese book or pamphlet. This traffic 
helped to accentuate the 
hatred of foreigners in a people of 
peaceful habits, who resented all the 


but this. 
explanation only helps to show more | 


ino rules, 


'!he gave play 
: that his “Life of Samuel Johnson” 


‘his arrestingly vivid human 
he 


extreme | 


“The Story of Dr. Johnson.” Being an 
introduction to Boswell’s “Life.” By 9. C. 
Roberts. Cambridge: University Press. 
48. 6d. net. 


.ductions 


Burney; “the first are those who know 


‘natural taste and feelings; 


“There are three distinct kinds of | , . 
‘humor and his oddities, his blunt com- | 


judges upon all new authors or pro-. 
.’ said Dr. Johnson to Fanny | 


‘alive has a more tender heart. 


He — 


nothing of the bear but his skin.” Suc 
an introduction, therefore, as Mr. “yet 


erts gives should be welgome of one. 
'who, as he correctly writes, 
he was the foremost man of letters) 
.of his generation, 


it 


scholarship or his writings, but rather | 


qualities in his talk, 
but pronounce from their | 
the sec-. 


ond are those who know and judge. 


by rules; and the third are those who 


| Boswell may be placed in the first of 


'these categories by some and possibly 
Mr. Hyndman stigmatizes it as an | : Pp 
the | 


in the third by others, and it is due 
in no small measure to the fact that 


es- 


caped the faults which so often render 
contemporary criticism valueless. In 
touches, 
a distinction — 


achieved unique 


| 


to his natural feelings | 


for his pluck and his patriotism, his 
mon sense and his large humanity, and, 
above all, for- the expression of these 
that he is best 


loved and remembered. For to ap-. 


preciate Johnson's 
be literary; ‘it is enough to be English.’ 


MR. BURROUGHS’ 


/ THS 
\ ITAL : TRU intrigue and her gold served to launch 
course, achieved the pur-. 


John Burroughs. 


“Field and Study.” By 
Houghton Mifflin 


Boston and New York: 
& Vo. $1.50. 


Much as one may have priorly read 
of Mr. Burroughs’ observations on 


statant and mobile wild creatures, yet 


| 


is always in them an echo of 


matter-of-fact, 


there 
the humanly 


more bitterly the religious propaganda | 


and the efforts to spread a commercial! 
civilization which tended to dislocate 
a society unadapted to it; and it is 
facts such as these which, 
ers, 


study, nor is it surprising that the 


he consid- | 
make the Boxer rising worthy of. 


conduct of the allied forces in Peking | 


meets with his condemnation. 


One of the most interesting parts of. 


an instructive book, whether 
reader agrees with the author’s con- 
clusions or not. 


the | 


is that in which Mr., 


Hyndman considers the development | 


and policy of Japan. 
be gleaned from the following sen- 
tence: 


His views may | 


“Much as we may admire the, 


ability and state-craft by which Japan | 


has acquired her eminent position in! 
is well to have no} 
illusions as to her fundamental policy. | 
Japan is warlike, China is a peaceful | 


the Far East, it 


power. Japan, even now, is a very 
poor country; China is rich, and pos- 
sesses incalculable resources for the 
creation of wealth. 


materials for industries.’ Of Japan’s 
intentions, Mr. Hyndman has 
doubts. The Treaty of Portsmouth, to 
quote his own words, “must ever, be 
considered as a fresh and notable start- 
ing point in the history of the relations 
between Europe and Asia.” 
of Japan’s determination to gain the 


remarkable demands which she made 
upon China, and which he gives in 
extenso, as soon as Europe was in- 
volved in a huge war and “the United 
States neither would nor could check 
her.”’ 

Mr. Hyndman’'s survey. which is dis- 
tinguished by the thoughtfulness one 
expects from him, leads him 
conclusion that “compared with 
madness of Europe, 


the 


sanity itself’; that, in the East, a 
great awakening is taking place which 
will or should shake the European’s 
sense of conscious superiority 

arouse him to the unacceptable 
knowledgment that the warlike, 
well as the industrial, potentialities 
of the near future may 
the keeping of Europe. 

may seem unduly pessimistic, but 
will have attained at least a portion 
of his aim if he induces English-speak- 
ing people to realize the wisdom of 
readjusting their relations with the 
Asiatic races: ~nd he makes some 
amends for the pessimistic note by 


His attitude 


ending on one of hope that a combina-| 


tion of the genius of the East and the 
West in noble effort “may solve peace 
fully and beneficently, for innumerable 
centuries, the complicated economic 
and social problems which now face 
us, to the permanent advantage and 
enjoyment of all.” 


ELEMENTARY LESSONS 
IN CHESS PLAYING 


By 
[) 


‘hese 
Lasker 
& co. $1 

Edward Lasker, in his latest book, 
“Chess and Checkers,” has endeavored 
to meet the popular demand by giving 
under one cover a synopsis of the two 
fames, devoting a trifle over three 
fourths of the volume to chess. 

After the preface and introduction, 
in which histories of the two games 
are given, four chess subjects are 
placed in caption: “The Game of 
Chess”; “Elementary Tactics’: “Gen 
eral Principles of CWess Strategy” 
“IHustrative Games and Problems.” 
' “The Game of Chess,” including the 
rules, gives little new thought. with 
the exception of the algebraic nota- 
tions which, while not in vogue at 
present, will save much time and 
when universally adopted 

“Elementary Tactics” perhaps ad- 
| Vances a step further for the beginner 
than most books, but it is a step well 
taken, as the cooperation of the men 
blended with “Fundamental End- 
ings and Sacrificing,” to help the stu- 
dent to more rapid progress. 

In “General Principles of Chess 
| Strategy” an endeavor has apparently 
been made to insert soinme of the basic 
principles of the writer's previous 
book, “Chess Strategy,” probably too 
advanced for the beginner and open 
to discussion by the expert 

The chapters devoted to checkers 
are so short as to be merely an epi- 
tomization of the game. Bearing, 
however, the stamp of approval of 
Alfred Jordan {the world’s checker 
rnized 
may safely ac- 


Edward 
Appleton 


and ‘(heckers.”’ 
New York, London: 
“9 net 


’ 


ix 


the beginner 


in this form, but must, of course, re-. 


‘sort to more comprehensive works for 


advanced knowledce of the game. 

On the whole, the book shows 
well-concentratead effort to 
beginners and should prove an excel- 
‘lent addition to the literature of 
tWo ane: 


a 


Japan regards | 
China as her treasure house of raw} 


no | 


The drama 


to the | 


the com-| 


parative quietude of Asia has been) 
readable 


has been 
| the various stages of his career and in 


and | 
ac- | 

as | 
pass from‘ 


he | 
paragraphs from the 


inatruct . 


the) 


The Christian, Science Monitor. bys 


from an illustration in 


Drawn for 


“The Story of Dr. 


of the Cambridge University Press, 


Johnson.”’ 


permission 


Fleet Street, in Dr. Johnson's day 


among the writers of biography, 
it is remarkable that a man whom 
Macaulay described as “one of the | 
smallest men who ever lived” should | 
have attained such distinction in lit- 
erature. A tenacious memory, com- 


ally 
that does not 


bined with considerable judgment and 


quickness of apprehension and close: 


observation, were not alone sufficient 
to‘secure such an achievement. Even 
the regard Boswell had for trifling 


leadership of Asia is unfolded in the | occurrences was an asset among the 


qualities which 


made him a- prince 
among biographers. 

Mr. Roberts disarms criticism of 
the usefuiness of his book by ac- 
knowledging that he lays himself open 
to the accusation of attempting to 
paraphrase Boswell for the young. In 
all fairness to him, it must be admitted 
that he has avoided the pitfall of 
merely offering to his readers a series 
of gems extracted from the “Life.” As 
the sub-title of his small and highly 
volume informs us, his 
“to present Dr. Johnson, in 
varied circle of his friends, in such 
a way as to attract those who have not 
already Known the charm” of what 
Leslie Stephen termed “the delicious 
nook of Eighteenth Century’ So- 
ciety.” Accordingly he has presented 
to his readers not only substantial 
Boswellian nar- 
records of such friends of 
the lexicographer as Mrs. Thrale and 
Fanny Burney. He defends the use- 
fulness of his book, on the ground that 
a man is more likely to read Boswell’s 
“Life’’ with enjoyment if, as a boy, he 
has been told the story in simpler 
form: and, it must be admitted, this 
plea not wholly without justifica- 
tion. 

Preeminent 
tion is in the 


the 


rative. but 


is 


Dr. Johnson's posi- 
world of letters and as 
the great lexicographer, he has found 
a place in the hearts of his fellow 
countrymen not only as a man of let- 
ters. He was essentially an English- 
man, with all an Englishman's fail- 
ings as well as his virtues, but he is 
more peculiarly dear to the true 
Londoner, through his intimate identi- 
fication with “the full tide of life” 
which flowed through Fleet Street and 
the very center of London in the 
Kighteenth Century. To him England, 
‘and more especially London, was the 
personification of activity, honesty, 
courage, and power, the very center 
f that intellectual alertness which 
was the essence of his existence. 
Didn’t he say to Boswell, “By seeing 
London I] have seen as much of life 
as the world can shew and, when 
Boswell replied, “You have not seen 
Pekin,” “What is Pekin? Ten thou- 
sand Londoners would drive all the 
people of Pekin; they Would drive 
them like deer.” To Dr. Jobnson, to 
be tired of London and tired of life 
were synonymous, because, like 80 
many others since his day, he found 
that intellectual stimulus in London 
which is lacking elsewhere, that 
versation which “could be found no- 
where else,” and by conversation he 
meant more than mere familiar dis- 
course, dearly as he loved it; 
meant that intercourse with the most 
interesting company, “the freedom of 
habitudes,’ Dryden called it, the 


a5 


) 


iif 


knowledge of men and manners which | 


London offered par excellence. 
It is the man himself, with all 
wilings, who makes such a story ap- 
peal to us; the man who found 
from the monotony of 
first dictionary in the English lan- 
guage, worthy of the name, in the 
club life of the day, which was so dif- 
,ferent from that of today and which 
he defined as “an assembly of good 
fellows, meeting under certain condi- 
tions,” 

vigorous conversation which in 
Eighteenth Century was an art: 
nan who was distinguished by a deep 
love for chijdren, who, as Fanny Bur- 
ney said, “has more fun and comical 
humor and love of nonsense atout 
him than almost anybody I[ ever saw.” 
4 nd‘of whom Goldsmith said, “No man 


the 


_ love 


aim | 


‘the things of the outlands. 


Con} | 


, contemporary 
he 


his | 


relief | 
compiling the | 


to 
things of out of doors. 
serving, yet seeing largely, colloqui- 
poetic and with a common sense 
go Out of its way ro- 
mamdéically 
tures mental activities and 
emotions they do not appear to, by 
present proofs, possess, “Field 
Study’ is a satisfying commentary on 
their own beholdings to those 
the dwellers. of the open 
their own sake. 

The chapter .““Nature in Little” 
both a corrective of the idea that 
one must go feverishly about 
about into strange places, and a point- 
ing to the endless manifestations of 
the living power visible equally in the 
suburban back garden as among the 
furthest mountains. While it is true 
that “Nature does not joke—it is man 
that jokes and finds humor in her 
forms,” the statement that “it 
doubtful if even so humanized an 
animal as the dog has a sense of 
humor” is likely to be 
denied by 
who have owned sundry corvine birds. 

Hlumorously sympathetic is 
author's three-page appreciation of 
the crow: “a type of the cheerful, 
successful countryman ...a bit 
the night with the sheen of the stars 
in it, vet the open day is his province, 
publicity his passion. 
community of birds, he 
spicuous all-the-vyear-round 
Come rain, shine, heat, snow, 
his job and always reassuring.” 

Thankful beyond measure will 


for 


the 
feature. 


18 


felt uneasily that, properly to 
have a textbook knowledge of botany, 
zoology, physics, geology, and 
else of natural science. 
opening of “On the 
Science’ will give a 
to go an innocently observing way, 
not in a struggle to master 
diverse branches of knowledge, 
with only so much of them as 
help fuller enjoyment of the 
of the wayside. To this end, “Ol 
John” remarks: “I want only the vital 
truths for the minute-details . . 

the thistles of technical knowledge |] 
have little appetite. I Yoin inquiry 
with contemplation. | loiter about 
the rocks, but I carry no geologist’s 
hammer. _I observe the birds, but I 
take no notes. I admire the flowers, 
but I can leave them on their stems 
(a counsel worth -heeding). ... 1 
curious about insects... . | 
their ways, but | 
Exact knowledge Vis good, 
knowledge is better.” 

Mr. Burroughs 


Pleasures 
fresh incentive 


may 


consider 
make.no collection. 
but 
vital 


Unconsciously, dis- 


closes the secret of the interest of his | 


the remark “to find an 
natural history, one must 
more than the fact: 
the meaning of the 
the inability of 
poets of the day and those 
still adhering to old 


writings in 
interest in 
add something 
one must see 
fact. 

After deprecating 
the “free” 


verse forms to handle nature themes | 


in the large and life-felt way of the 
Wordsworthian school, there is 
appreciation of Whitman which, 
traversing Mr.. Perry's “Life of Whit- 
man,’ will be savored by those who 
have learned to love Whitman not 
for the @xpression of beauty alone, 
but for his universality. “We may 
not like him-—not every one can en- 
dure a plunge in the gsurf——but 
that dislike of 


and our 


comes more from our indoor and book- 


‘ish habits 


our over-refinements, 


our artificial standards, than from any 


where he could indulge in that | 
| ‘Leaves. 
the | 


mind 


of his 


want the truly poetic in 

In spite of an evidently felt 
pulsion to endeavor to state facts of 
in terms of matter, the chapter 
“Science” is in effect a comment 

the powerlessness of natural 
material sclence 


“ ’ 
; ‘ iii, of 


on 
upeD 
and 


mind itself. 


“Though | 


is not for his | 
| bolshevism., 


talk one need not! 
' would seem to have altered in these. 


| months, 
Central Powers. 
| Germany worked to set loose in Rus- 

of 1917, which her. 
' London's dim 


upon their 


yet sym-| 


|of her political, industrial, 
life; which was to destroy every where | 
and build up nowhere; 
gather beneath its banner all that was | 
least 
|sirous of good government, 


/sought to preserve it. 


| vho is himself a Russian and one who 
has studied, at close range, not only 
Russia and the Russian people, but 


_the purpose, method, and results of 
_bolshevism. Lenine, whom he visited | 
in Switzerland, gaunt, | 
_dent and a visionary, consumed by one 
thought alone, the domination of the 
proletariat; 
| Rome, 
nine’s most trusted lieutenant during 
_ those vears of plotting, and—with the 
| Bolshevik’s advent to power, the first | 


Cc apri; 
acquainted with in the pages of this 
to attribute to wild crea-| 


human | 
success in the first days 
and | 


The revolution had abolished the mon- | |: .,. of the general officers and- units 


who | 


is , 


and | 


is | 
of money 
| Germany, 
strenuously | 
many dog lovers and those) 


the) 


the people. 
of | 
/ company 
‘the army, 
Among our! 
CONn- | 


he is on | , 

-action and of possession—even where | 
be | 
those conscientious persons who have 
know | 
one should | 


what | 
To these the | 
of | 


reigned 
many | 
but | 
now 
things | 
more cruel, more corrupt, 
tive. 


over to the workmen; 
‘ruin to all concerned. 


and 


trusted to the people, to those who, as 
Mr. Perwoukhine points out, can, in the 
am 


‘cerning patriot and who pow sees his 
‘country given over 


foundly much. 
an 


Carroll's 

| Wonderland,” 
“Through 
“The Hunting of the Snark.” was re- 
we cently sold at Messrs. Sotheby's for 
should recognize his -genuine inspira- | 
him bound series of first and other editions 
of Thackeray's works realized £300, 
and some thousand or so of Rowland- 
son's caricatures and sporting prints 
fetched £580. 


com-— 
able 
other rare. MSS. 
Messrs. Sotheby's rooms in June next. 


to account for | 
| tinguished by depth of thought: or 


RUSSIA'S PROBLEM 
AT CLOSE. RANGE. 


" Bolsceviki.” By 
Bologna: Zanichelli. 3 
The present book was written when. 
in Russia, was still di-. 
rectly under orders from the German 
Government; the Brest- Litovsk peace 


M. Perwoukhine. 


lire. 


was still upon. the statute book, and. 


the Hohenzollern army still appar-| 
ently able to hold it there; but, as far. 
as Russia herself is concerned, little. 
the downfall of the | 

The passions which | 


since 
in the spring 


Sia, 


pose which she intended they should; 


they drov § ! 
y drove Russia out of her SOP MOE | aay: John Galsworthy turned over the 


into the) 
months | 
but | 
They. 


alliance and delivered her 
hands of those who, a few 
earlier, had been her enemies; 
they did much more than this. 


drought her under the harrow of a) 
as to add 


system which was to spell anarchy, 
disruption, ruin, 
and social 
which was to. 
least de- | 
and dissi- 
which 


worthy, least capable, 


pate or annihilate all that 


In these pages, Mr. Perwoukhine, 


those men who call themselves her 
present rulers, has sought to explain 


fanatic, a stu- 


Cernov, whom he met in 
the social revolutionary, Le- 


“minister of the peasants”; Trotzky, 


whom he went to see in ‘Vienna and 


and! pathetic, quality that endears Gilbert, who struck him from then forward, 
|'White of Selborne lovers of the | in spite of his eloquence, his plausibil- 
Minutely ob-| !“Y: 


as without sincerity, without con- 
viction—a pseudo-pevolutionary; and 
Gorki,. whom he saw many times at 


all these the reader becomes 


in every department | 


‘sion University, 


'Tola,” 


book. 

Lenine and his followers had little 
of their ar- 
rival in Russia, in the spring of 1917. 
it had not instituted class 


archy, but 


war, 


Sian revolution on the 
they 
“the social revolution of the KEuro- 
pean proletariat.” To attain this end, 
to ruin and, if necessary, exterminate 
the capitalists or bourgeoisie, to set 


the people free to take what and where | 


they pleased, to annul all existing 

laws, traditions, institutions—this was 

what they purposed. 
With the aid of the gigantic sums 


and it was to this end that the | 
Bolsheviki were working, for a Rus-| 
scale which | 
had planned must bring about | ’ 


: Houses” 
'by Robert M. McBride & Co., 


which they received from 


carry on an energetic 
they started newspapers, 
ture was disseminated everywhere, 
and with it their glowing promises of 
what, given power, they would do for 
Gradually there gathered | 
beneath their standard an innumerable | 
of disciples, deserters from. 
fanatics, criminals, men) 
who had nothing to lose and appar- 
ently everything to gain by joining, 
them. They promised plenty, idleness, | 
‘essation of war, complete liberty of | 


it entailed the property of others. No! 
one foresaw more clearly the results| 
of bolshevism on Russia—the driving 
power of Germany behind it—the'| 
disastrous results which it must have 
upon the whole industry of the 
people, whether capitalist or labor, 
than Kerensky, but he was unable to 
stem the tide. He fell, and Lenine 
in his stead. 

The old bureaucracy had gone with 
Tzardom, but a new bureaucracy was 
to take its place, in the present 
opinion, “a hundred times 
less produc- 
The factories were taken from) 
owned them and handed 
the result was 

Property was 
taken from those to whom it belonged 
given to the peasants, with the 
same success, and legislation was in- 


writer's 


those who 


majority of cases, neither read nor 
write. 


The author, who is an eager and dis- 


to forces which, 
in his opinion, are destroying every- 
where, constructing nowhere, has writ- 
ten with admirable clarity and re- 
straint. There is sadness, there is hor- 
ror, at all that he witnesses, but there 
is not despair; he is convineed that 


Russia will emerge and that the richt 


will once again assert itself. In the, 
meantime, Jerrible as the lesson is, it. 


is one from which the whole world,| 
ean learn pro- | 


having eyes to see, 


LITERARY NOTES 


A set of the first editions of Lewis | 
“Alice's Adventures in 
“Phantasmagoria,” 


the Looking Glass,” and 


£56. At the same sale, a richly 


' 
Henry Yates Thompson's valu- 
collection of illuminated and 
to be sold at 


Mr. 
is 


Amongst a number of verses undis- 


the Bolsheviki were able to) 
propaganda; | 
their litera-| 
| Willoughby gives a well-ordered ex- 


| eavibat charm, the last poem in Mr. | 


Laurence Housman’s latest volume, | 
“The Heart of Peace,” published by 
Mr. Heinemann, stands out as an 


‘attractive example of his best work. 
He writes stirringly of “Heroes, 
cause he feels deeply about them: 


” be- 


‘These be our heroes, hearts unnamed 
in story, 
Foot-firm that stood, and swerved not 
from the right: 
Though in the world’s eyes they attained 
no glory. 
Girt to their goal 


wished-for height. 
What a contrast to the lines 
“Search-Lights,” which make a peril- 
ous approach to doggerel: 
How through the years, while bloody Mars 


Smote mortals for their sins, 
streets were lit with stars 
Because of Zeppelins. 


— 


It has recently become known that 


they gained the 


a ’ 


| proceeds of his recent lecturing tour 
of the United States to the benefit of 
the Armenian and Syrian Relief Com- 
mission. Mr. Galsworthy went so far 
a small sum to the actual 
profits. in order to have the pleagure 
of offering the round sum of $4000. 
As the first book uf its kind, at any 
rate in the United States, “The Traffic 
Field,” published by La Salle Exten- 
of Chicago, as a part 
of its instruction material in inter- 
state commerce and railway traffic, is 
of interest. It aims to present all the 


essential facts &bout shipping condi- 
tions and methods, as contributed by 


five experts in this field. | 
“Life and Times of Savona- 
by Prof. Pasquale Villari, 
new translation into English of a biog- 
raphy published in 1888, now issued | 
by Charles Scribner’s Sons. 


The 


F. Vanderem’s 
Seine,” a story of Paris. 

Mr. E. S. Marvin, the author of “The 
Living Past,” has 


ume, 


1815 to the Great War. = 
Messrs. Sifton, Praed & Co. 
nounce “A Record of the Advance of 


the Egyptian Expeditionary Force Be-| 
31, 1918,” | 


tween July, 1917, and Oct. 
compiled from official sources. It will 
contain General Allenby’s dispatches, 
illustrated by 50 colored maps, and 


serving under his command. The work 
is being issued under the editorship 
of Lieut.-Col. H. Pirie Gordon. 


“Architectural Styles for Country 
by H. H. Saylor, published 
is a book 
for those who wish to plan the build- 
ing of their own homes. It discusses 
at length the various styles of country 
house architecture, with a chapter on 
the most recent developments in do- 
mestic architecture, and is _ fully 


day, 


in | 


| has 


is a 


The third volume of the E. P. Dut-; When 


ton & Co.’s library of French fiction is | 
“Two Banks of the} 


mostly 


issued a new vol- | 
through the Oxford University | One of : 
Press, entitled ‘““‘The Century of Hope: ine some seventeen years ago, 
A Sketch of Western Progress From ; V@Fmany 
“ should help her in a naval demon- 


stration to collect debts from 
an- | 


MR. KIPLING GAINS 
IN DISCERNMENT 


Years Between By Rudyard 
Garglen City. New York: Double- 
Page & Co. $1.50.° 

Although there will surely be some 
people who, having joyful recollec- 
tions of “The Five Nations” and “The 
Seven Seas” still ffesh in memory, 
will read “The Years Between” with 
disappointment, yet they cannot but 
be glad that this latest collection of 
Mr. Kipling’s poems has been made. 
Any disappointment which they may 
feel at first, moreover, will quickly 
give way to an appreciation of the 
fact that what “The Years Between” 
lacks in that vigor and utter sponta- 
neity which characterized all Mr. Kip- 
ling’s earlier work, it gains in depth 
and discernment. 

Every now and again, as one reads, 
on. comes across something of the 
purest gold. the existence of which 
alone gives great value to the book 
Qf these, perhaps, the most notable is 
“The Holy War.” Rudyard Kipling 
never written anything better 
than this. It is cast in the unmis- 
takable Kipling style, the most won- 
derful admixture of pure letters with 
the most delightful whole-hearted 
slang; whilst. in and out and through 
it all, runs a deep discernment of 
primordial faet. 

A Tinker out of Bedford, 
A vagrant oft in quod, 
A private under Fairfax, 
A’ minister of God— 
Two hundred years and thirty 
Ere Armageddon came 


His single hand portrayed it, 
And Bunyan was his name! 


"The ; 
Kipling 


The 
| many, 


poem is already famliar to 
for it, was published broadcast 
it was first written some two 
years ago; but it is one of those poems 
which may be read and read again 
with undimmed satisfaction. 

The book is a collection of poems, 
occasional, some of which 
were written as far back as 1902, 
these, “The Rowers,” writ- 
“when 
proposed’ that ~ England 
Vene- 
zuela,” is, in its way, strangely pro- 
_phetic; whilst there are several other 
poems which deserve a front rank in 
Mr. Kipling’s work. There is the 
poem to France, for instance, written 
in 1913, and “The Irish Guards,” 
written last year, with its haunting 
refrain: 


Old Days! The wild geese are fighting, 


Head to the storm as they faced it 
before! 
For where there 
to be fighting, 
And where there's no fighting, 


land no more‘! 


are Irish there's bound 
it’s Ire- 


Ireland no more! 


And those wonderful two stanzas 
which go to make up “The Covenant,” 
written just after the great cloud- 
burst in 1914. 


Mr. Hubert Hall is editing for: the ~ 


illustrated, 


In “Prussian Political Philosophy” | 


York and 
Ww. 


New 
Prof. Westel 


(D. Appleton & Co., 
London. $1.50 net) 


position of the pseudo-philosophy upon 
which the political system of the Ger- 
man Empire was built up, and then 
shows by what means a whole intelli- 
gent people was indoctrinated. with 
this false and fatal philosophy. Those. 
to whom the working of the “German 
mind” has been a continuous amaze- 
ment, as the application of this doc- 


Royal Historical Society a “Repertory 


of British Archives.” The work, which 
will include a classified list of public 
records, a synopsis of local records, 
and a directory of British archives, 
has been undertaken by studerits of 
the University of London during the 
past five years, and Part I, which deals 
with England, is in the press. To 
Part II. which will be concerned with 
the archives of Greater Britain and the 
colonies and dominions, Mr. Henry 
R. Tedder, the librarian of the Athe- 
nzeum Club, is contributing an “Analy- 


trine revealed its atrocious character 
to the world, will find here, in com-. 
paratively small space, as clear an | 
explanation as can, perhaps, be made. 
For purposes of comparison the first 
chapter is a statement of the political 
ideals considered fundamental in the 
United States. Professor Willoughby 
occupies the chair of political science 
at Jonns Hopxine Vatyereny. 
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‘‘A miracle of condensed scholarship.’* 
Y. Sun. 
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THE CONCISE 
Oxford DICTIONARY 


Adapted by H. W. FOWLER and F. G. Fow- 

LER from the famous OXFORD DICTION. 

ARY. familiar to all as the world standard 

on English lexicography. 
Over 50, words are defined in its 1041 
pages, each entry forming a guide te pro- 
nunciation and spelling as well as to ety- 
mology and definition. it renders immedi- 
ately available the riches of the great Oxford 
Dictionary at the immediate disposal of ail 
people, at low cost. 
Ample space is devoted to the common words 
of every day usage which are often used in- 
correctly and treated briefly in other dic- 
tionartes. 

Uncommon wWoerds are treated curtly as fitter 

for the encyclopedia. 

Words that have fine distinction in meaning 

have definitions supplemented by illustrative 

sentences from standard authors. 

Foreign words appear in their alphabetical 

places, not in an appendix, and pronuncia- 

tions are. precisely indicated. 


Many Authorities Pronounce This 
Dictionary the Best for 


the Home, Office, Shop, Classroom 
‘The best one-volume dictionary for 
school and college use that has yet ap- 
peared.'’——Prof. @. B. Tinker, Yale Univ. 
Crown, vo, cloth, 1041 t $2.7 
Cloth, thin paper, 
Half Morocco, thin paper, 
Full Morocco, limp, thin paper, nagoge 
gilt -net 5.00 
Also on Oxford India paper 
Furnished indexed, if desired, no extra charge 
Velvet Persian Morocco, limp gilt edges, 


net $6.75 
Net $£).75 


All Bookstores 
or from the 
Publishers 


; 


Oxford 
University 
Press 
American 


Branch 


35 W. 32nd St. 
New York 


ue 
RA Oroww ra Wer’ odin 


sis of the Reports of the Royal 
Commission on Public. Records (1910- 


1918). and in the production of this 


colonial archivists. as well as 


part 
Irish, and Welsh will have 


Scottish, 
a share. 


————--— 


S there some book which you have de- 
sired to possess but have been unable to 
obtain. If so, we can help you as we 

have the very best facilities for 
Write stating your desires. 
The John Clark Co. 
W. 25th Street. 
Supplying Old and Rare Books 
to Collectors and Libraries 
Througbeut the World. 


out-of-print books. 
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___THE HOME FORUM 


tinuing the definition of church already 
mentioned, “The Church is that insti- 
tution, which affords proof of its util- 
itv and is found elevating the race. 
reusing the dormant understanding 
from materia] beliefs to the apprehen- 
sion of spiritual ideas and the demon- 
.stration of divine Science, thereby 


wad 
jis court of | Written for The Christian Science Monitor 


ins ’ its —. and | CCLESIA., the (; reek word for 

sa nt Grand and E church, in its original and broader 

uld hardly have the. ani hanes of 
| meaning, denoted any assemblage 


f has today. ores | DOPSONS, civil or religious, called to- 


in “Royal Palace me 
ance.” “The ensem- | gether by some Jegitimate omaha | casting out devils, or error, and heal- 
ve more vast and) With but few exceptions, the New Tes- ing the sick.” (Science and Health, p 
is ie he seen else-| ge wy ibe anes | word oe we nga ye sshtealate 
i ma. Cally to indicate Christian consrega- ‘ Yee } 
| geet ecg tions, and this usage persisted, so that Phabaiswesvegstet Rpg r acc 
wd of Sunday and the word now bears only a relizious | a iliteaa i — a cnc eecahiee 
civ the courts and signification. The sense of being called sii e an entirely personal 
m What the aspect by proper authority was not deleted ebay or in ty witged of any momen in- 
Se) ent resort. from the early Christian use of the; * bg aie fers sir puede oe o 
f Versailles were but word, but acknowledgment wag trans- | om se gfe, _ oar # paate Os ane 
= princely dwelling! ferred from human to spiritual author-| °©'€! that evil is real and has power, 
T to the require- | itv The gathering together of a few | an error that the understanding of the. 
ich was attempt-| Giristians in the home of one of them (J? Violability of the “structure of Truth | 

& grand scale.) was as freely and properly spoken of carom, <speeys ane egpoPeg.om oe 
igned with the. as the charch, “the church which is in the confidence inspired by this common 


ines; everything | bs understanding of Principle that con- 
Se, ere the larger and bet- 
ty—architecture, | "'* Nouse, as were S \ stitutes the “fellowship of the mys- 


Stes, receptions and| te? orgagized societies in Jerusalem, tery.’ “Whiaveterd.” to. quote Paul 
hat setting. then, | ia Corinth, or in Antioch. aa cnce more, “we receiving a kingdom 
“mc _ Jt was this perception of the spirit- |. ist ve 
nore appropriate to 18 Pp sag? yinp, | Which. cannot be moved. let us have 
— wal authority of the Christ whic . grace, whereby we may serve God ac- 
Jesus commended in Peter, and OF ceptably with reverente and godiv 
which he declared, “Upon this rock 2 fear: for our God is a consuming fire.” 
will build myéchurch; and the gates ot J 
hell shall not prevail against it.” What 
rre d to as a world of’ precisely, Jesus meani by this inviol- 
G, unfeeling statuary apie, immovable Church of Christ, is 
rk trees and forests. peyealed by Mrs. Ftidy in her defini- 
ys a certain air of tions. on page 583 of Science and 
Pit, as there 3) Health, first of “Crrist. The divine 
arisian hordes come’ manifestation of God. which comes to 
SE oe enien. the flesh to destra} incarnate error ; 
lps of history doled | #4. second, of “Cuurcn. The struc- 
ctation by none-too-| ture of Truth and Love, whatever 
ed rests upon and proceeds from divine 


Principle.” 

The Gospels emphasize the fact that 
@reaillies, the palace th Christ, as manifested through 
Other than a superb Jesus of Nazareth, came to establish 
lar demonstration of God's kingdom upon earth. Jesus him- 
In which it Was elf often metaphorically spoke of his 


ear, 
ar. 


e town hed never 
Even in the day of 
. popular taste was 
fersailles was con- 

. Socrates 

The comical 
appearance and 
made him one of the most _ inter- 
esting objects to the. citizens of 
Athens. He was always “before the 
people,” was passionately attached 
to his native streets an& soil, and 
even the beauty of nature cduld rarely 
tempt him beyond the wal “From 
fields and trees,” said he. “Ycan learn 
nothing, but I can from {he men in 
town.” Now and then some young en- 
thusiast could ensnare him to the bank 
of the Ilissus, with the bait of an ora- 
tion by* Lysias folded in his bosom. 
“By holding out written speeches be- 
fore me, you could lead me about al! 


of his 
course 


antithesis 


his spirit of 


dt 


‘ this. no sober- 
of art or history will 
“ORAIA 


J 


Drawn for lhe Christian Science Moa) te: 


nl _— = 


nd lived in.” church as Christ's household, and his 
aa flock, as the salt of the earth and the 
light of the world, and of its members 
as the branches of Christ, the vine; 
but in direct reference to the church 
it is nsually described as a kingdom. 


1 
‘yant 
ong 


rket-place. 


or a welcome in each 


face 
V: ® 
, 


came singly to 


of fashion ureced | 


give room, 


; 
' 


| encountering, grew. 


et. 


7 em 


ure for us: at his 


ught twofold. 


a 


te 


ks of gold. 
r knew than he; 


nz s of his life made 


of Freedom, and 


—Julia Ward Howe. 


of art, a cathedral! is 
A vast and majestic 
WwW. 


than that.—H. 
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“the keys of the kingdom of heaven: 
and whatsoever thou shalt bind 
earth shall be bound in heaven: 
whatsoever thou shalt loose on earth 
shall be toosed in heaven.” Of this 


kingdom, as the angel announced to, ®' 
‘dingy shops of Athens. 


but 
the 


be no end”: 
Kingdom of 


“there shall 
is the inner 


Mary, 
that it 


on Spirit, not vested in any materia! do- 
| SONg Was singing,. 


; 
: 


conception of church. 
bis mission, Mrs. Eddy writes on page 
“He established, 


/ 
| 
' 


Spirit; 


’ 
; 
’ 


minion nor called by morta! authoriiy, 


| Attica, and wherever else you please. 


as shepherds lead their hungry flocks 
by shaking leaves or fruit before 
them.” And melted by the youth's 


| reading, while they reclined in the 
“| will give unto thee,” Jesus declared, | 


on. 
and | 


shade of the plane-trees and the flow- | 


ering agnus castus, their feet dabbling 
in a fountain that bubbled near. he 
would indulge in some rich talk on 


religious traditions and the beauty of 


| goodness, 


Jesus insisted, from the day of his re-| 


pudiation, in the wilderness, of tem- | 


poral power, to the hour of his lowly, 
and, because lowly, triumphant, entry 
into Jerusalem, and his statement be- 
fore Pilate that his mission was 
bear witness to Truth. 


usually 
and 


his instincts 
crooked streets 


But 


kept him to the 


There were no newspapers in 
Athens; but Socrates seemed to be a 
strolling and scattering London 
Punch among the citizens. Follow 
in his wake for a dav or two. to the 


walking grounds in the early morning, 


/ into 


through 
in the 


the forum before noon. 


little squads af talkers later 


day. and to some party¥ of poets, poli- 


Lo | 
i the 


Uatil the day of Pentecost, the disci- | 


ples had been individual followers of 
Jesus the Christ, but on that spirit- 
Ually natal day, in the pure light of 
understanding that swept upon 
they perceived the Christ as the idea 
of divine Principle, and, assimilating 
this ideal, they became the body 
Christ, henceforth to be animated by 
Spirit and to manifest its power. It is 
under this figure of the body of Chris! 
that Paul explains how there can be a 
variety of gifts in unity. ‘Ye are the 
body of Christ, and members in par- 


them, | 


of | 


ticular’: and again, Christ “is the head | 


of the body, the church: who is the 
beginning, the firstborn from 
dead; that in all things he might have 
the preeminence.” 

Now, as Paul's figure clearly illus- 
trates, the members of the body of 
Christ, the church, are, if they have 
truly perceived the spiritual idea, in- 
dissolubly linked together, and al! are 
equally subordinate to Christ, the head. 
To be subordinate to Christ can mean 
only one thing and that is that Christ 
£0 reigns over the members of the 
“body,” individually and collectively, 
that no other influence is admitted. 


carnal mind is to be destroyed; and it 
is through this overcoming alon> that 
Of Jesus and 


38 of “No and Yes": 


the | 


ticilans, and mustachioed gallants in 
evening, and one wil! hear 
Strangest medley of clear-thinking, 
accurate statement, sublime declara- 
tions, queer analogies, keen and mer- 
ciless satire, drollery, elaquence, and 
witty nonsense. . At one time he 
is splitting the seemingly simple prop- 
osition of some enthusiastic philoso- 
pher into its various elements as ex- 
pertiy and smoothly as an adept. will 
tear apart the lamin@ of a thin plate 
of mica Some forenoon he muy be 
found in the bridle-cutter’s shop thut 
stood near the Athenian forum. The 
young. rich, and handsome Euthyd- 
emus is there with a circle of admir- 
ing cronies,—-a lad who has a fine col- 
lection of the poets, and boasts that he 
will yet govern Athens by his swee: 
voice and fluent speech. 
moved to let a little light into his 
mind upon the qualifications of a 
statesman. He proposes some meek in- 
quiries about Athenian history, diplo- 
macy, commerce, and. law, and finds 
that his knowledge is very shallow. 
He probes him with some test ques- 
tions on justice, wisdom, prudence. and 
law, and shows that his conceptions 
are feeble and hazy. .On one 


brothers, 
beauty of 


the quarrels of 
them of the 


fraternal love by induction, and recon- | 
ciling them by syllogism. Soon he is 


convicting a military teacher of ignor- 
aman can prove the correctness of his | 


the only true idealism on the basis that | 
God is All, and He is good, and good is | 


hence there is no intelligent 
sin, evil mind or matter: and this is 
the only true philosophy and realism. 
This divine mystery of godliness was 
the rock of Truth, on which he built 
his Church of the new-born, against 
which the gates of hell cannot pre- 
vail.” 

The rea! church, quite apart 
human sects or material edifices, obvi- 
ously consists of those who 
zained some perception of divine Prin- 


virtuous and amiable. 


|" Employ 


from | 


have | 


| ciple and its spiritual idea, or Christ, 


| derstanding in the destruction of the 
errors and sufferings of 

| Wherever Principle is found to be op- 
erating through spiritual understand- 


ing, there is church; and where the 


and are able to demonstrate their un- | 


the flesh. | 


' 


perception and reflection of Principle. 


ia wanting, though prayers and aspires 
should rise to the heavens, there would 
‘be no indication of church. Even 


where there is a measurable knowl- 


‘edge of the Christ, the human church 


organization, called into existence by 
the authority of this understanding 


| Can, at best, but dimly reflect the real, 


church, the spiritual body of Christ. 


fut it le just this demonstrable under- 


| the perception, 


cohesion of higher interests. 
conception of church which, when ap- 


eration, in human affairs, of her apir-. 


standing of the spiPitual idea that. 
however limited, can, In the ratio of 
overcome, as Jesus 
overcame, the world, and at the sam 
time bind human society together in a 
It is this 


exteriol 


ance of his profession; in a little while 
he is in the studio of Parrhasius, and 
thence to the shop of Clito, the statu- 
ary, drawing out of them, by his cork- 
screw inquiries, the confession that art 
is never so well employed as when put 
to the service of what is noble, modest, 
His pleasantry 
would show itself in his enigmatical 
way of introducing or enforcing a lofty 
proposition. With a mixed company 
around him, he. would quote and urge 
the line of Hesiod 


thyself in anything 


than be idle.’’ 
Then what delight it gave him to see 


the group /.20k somewhat skeptical as | 
to its morality, until some very cap-. 
tious or very common-sense man asked | 
in gambling or’ 
stealing is better than doing nothing! | 


whether employment 


liow would he define and examine and 

make the doctrine blaze before their 

minds that gambling was not employ- 

ment, but the most infamous idleness' 
Thomas Starr King. 


The ‘‘Old South”’ 


Writing of the Old South Meeting 
House and King’s Chapel in “Rambles 
Around Old Boston,’ Edwin M. Bacon 
says 
“The Old 

show off 


South we were 


to to our guest with the 


esqueness as well as to its historical 


plied, destroya the dissensions, segre-. 


getions, and destructions of morta) 


existence 


; 


worth. Most satisfying was the re- 
stored Wren-like spire, which was 
quite likely modeled, though 


similar atyle, on Christ 


erected some 


than that. Indeed it has been pro- 


It was to the practical op-| nounced by that master-critic, Richard 
jrant White, the finest of its kind, not. 
itual eonception of church that Mrs.! only in this country but in the world,|...He hears the bird-song, too.— 
| Eddy referred when she wrote, in con-' unequaled in grace and lightness by |'Maurice Thompson. 


had seén. 


| all 
| ‘saving,’ 
‘church uses, was a task more difficult 


Socrates feels. 
‘imminent: 


rather! .., 
| Lies I ke a kind of golden snow... . 


gratified | 
fully restored to its original | A Gallop 1) the Country 
aapect, thus adding much to its pictur- , 


_ afforded 
in the country? 
not 
directly copied, from tha first one, of | dew 
Church, | 
five years before, and) 
which has been called more imposing 


anv spire of Sir Christopher's that he 
A peculiar interest attaches 
to it, as he says, because it is not an 
imitation of anything but is of home 
growth, the conception of a Yankee 
architect—the development of the 
steeple-belfry of the New England 
meeting-house . 
“The historic structure permanently 
fixed, like the Old State House, and 
maintained solely a memorial, 
now. as we had remarked, counted one 
of the valuable aascts of the city by 
classes of Bostonians. Yet its 
after its abandonment for 


as 1s 


of accomplishment than that of rescu- 
ing the Old State House from the 


destroyer, when it was no longer use- 
the | 


ful: for in this case the property had 
to be purchased outright by citizens 
ior reservation. while in that, aS we 
have seen, the city at first and finally 
the city in conjunction with the State 
assumed the financial burden. Though 
more arduous, however, it was as 
valiant a fight. And it was a more 
spectacular one, in that it was a 
woman's fight. It was carried through 
by a committee of twenty-five Bostoh 
matrons and maids under the direction 
of a sina}! staff of competent men ol 
affairs, in the centennial year of 1876. 
The campaign was begun in ‘earnest, 
after some 
when the building had been auctioned 
off as junk for thirteen hundred and 
fifty dollars and its demolition was 
and it ended in victory with 
the contribution of one Boston woman, 
much 
completing the purchase fund at a 
critical) moment, when the option was 
about to expire. Before the restora- 
tion of 


possible to its appearance jn the Revo- 
lutionary period, when it was the scene 


| j . . ’ 4 vt Ss l be i 
occasion a person could bear Socrates | °! those great, sometimes tumultuous 


| reproving 
; convincing 
This, in turn, simply means that the) B 


town meetings, for the accommo- 
dation of which Faneuil Hall was too 
small, that ‘kindled the flame which 
fired the Revolution’; and that were of 
such fame in England as to inspire 


Burke, in imaging an unusual tumult 
Parliament, to the declaration that 
was ‘as hot as Faneuil Hall or the. 
Should do him ill justice if I tried to! eold mark in its palm. 
help speculating at such a moment?, 
golden | 
token, since Holbein laid his chisel | 


in: 
if 
Old South Church 


In the Belfry of the 
Nieuwe Kerk 


(Amsterdam ) 


the 


in Boston.” 


a breath stifled, 


street’ 


Not in dingy 


On the Stadhuis tiles the sun's atrong 


gzlow 


Grave portly burghers, with their 
vrouws, 


Go hat in hand to coo! their brows. 


But high in the fretted steeple, where 

The sudden chimes burst forth and 
scare 

The lazy rooks from the belfry beam, 


And the ring-doves as they coo and 


dream 
On fiving buttress or carven rose 
Up here, ...a tempest biows! 
Such a wind as bends the forest tree, 
And rocks the great ships out at sea, 


Plain simple folk, who corie and go 
On humble levels of life velow, 
Little dream of the gales that smite 


| Mortals dwelling upon the height! 


Aldrich. 


preliminary skirmishing, | 


he jargest single subscription, | 


the exterior was undertaken, | 
-the interior was refashioned as far as 


dress, to food, to books. 


about. 
us Sir Philip Sidney’s paraphrase of | 


 Pastorum.’ 


them 


Nestling Into the 
Berkeley Hills 


Surely few universities since those 
of ancient Greece, have looked out 
on-a wider view or og one more beau- 
tiful than that of California. Nestling 
into the lower undulations of the 
Berkeley hills, its campus, wooded 
with the native live-oak and cedar, 
and further sheltered by bronze and 
silver groves of imported eucalyptus, 
it surveys the widespread and intri- 
cate Bay of San Francisco, and over 
it, away to the beloved mountain, 
Tamalpais-——-the flowery goal of many 
an excursion and adventure, 

To the left of this congeries of hills 


and valleys, whose climax is Tamal- 


pais, is the sea gap known as the 
Golden Gate-——literally so every eve- 


ning, when the sun, with ever-chang- | 
ing glory of flame, disappears into the! 


Pacific, or behind one of. the imme- 
diate headlands of Grecian purple. 
The actual buildings of thé campus 
do not vet, it 
to the level of their surroundings. 
This is scarcely to be wondered at 
when one considers the cxtreme youth 
of the whole — State. The present 
movement toward a universal expres- 


sion Of beauty, so marked already all, ‘~* 
' things, 
bookcases 


about the Bay, will see to it that. the 
halls and lecture-rooms of the imme- 


diate future reflect the growing sense | 
the | 


of the importance of beauty in 


education of the voung. 


A Visit to Ruskin at 
Brantwood 


“That evening, the first 


lighted by slow sunset cross-lights 
from the lake without,” 
writes in her “Records of Tennyson, 
Ruskin and Browning.” ‘Mrs. Severn 


while the mastey of the house, with 
his back to the window. was dispens- 
ing such cheer, spiritual and temporal, 
will best realize.” 

in his own words as we sat there. I 


transcribe his sermon. The text was 
that strawberries should be ripe and 


sweet, and we munched and marked 


it then and there; that there should 
be a standard of fitness applied to 
every detail of life; and this standard, 
with a certain gracious malice, wit, 
bospitality, and remorselessness, he 
began to apply to one thing and an- 
other, to one person and another, to 
1 remember 
his brother-in-law, 


describing to my 


Leslie Stephen, the shabby print and 
paper that people were content to live 
'with, and contrasting with these the 


books he himself was then printing 
for the use of the shepherds round 
And among the rest he showed 


the Psalms, which he has long since 
given to the world in the ‘Bibliotheca 
Let us trust these fortu- 
nate shepherds are worthy of their 


print and maging. 


“If. as | have already said, we. com- 
pare the talk of great men and women 
‘who will cause this age to be remem- 
bered,’ one element is to be found in 
alla certain directness, sim- 
plicity, and vivid reality; a gift for 


reaching their hearers at once, giving 


straight from themselves, and not in 


What pleasure is keener than that 
by an early morning gallop. 
Choose a bright, fresh 
day, a little after sunrise, when 
and flowers and bird-song and 
wind-rustie and all the sweets and 
perfumes are at their best; mount and 
away. Your good horse will know 
what you are going to do, and will 
show the liveliest interest, for he likes 
these early flights as well as you do. 


May 


reflections from other minds; 
shine, in short, not moonshine. 


sun- 
Per- 


haps something of this may be due to 


the habit of self-respect and self-re- 
liance which Success and strength of 


' delighted, 
‘thoughts and apprehensions and flying | 
‘leaps, he meanwhile illustrating each | 
‘delightful 


purpose naturally create. Many un- 


celebrated people have the grace of 


convincing simplicity, but 1 have 
never met a really great man without 
it. As one thinks of it one recognizes 


alive. 
describes, 
ment, concise or luxuriant, 
pictorial, as the occasion demands. It | 
glides from object to object with un-| 
forced ease, passing from discussion 
to 
chamber to the battlefield, without any 
preliminary 
break in that unity which declares it. 
the natural action of a mind readily | 
accommodating itself to events as they | 
rise, 
from the sparkle or splendor of sep- 
arate sentences or paragraphs. 
from the effect as a whole. 
can only appreciate it by following its 
winding 
course we speak of Mr. 
style, in this connection, in its gen- 


of that which concerns* him, and the 


best of ourselves too in that which 
concerns us in bis work or his teach- 
ing. 

“If we look at the Elgin Marbles, for 
instance, we feel that the standard of 
human attainment is forever raised by 
those broken lines in eternal harmony, 
and we also indefinitely realize that 
while looking at* them we ourselves 
are at our best in sculpture; and so 
listening hack to the echoes of a life- 
time we.can most of us still hear 
some strains very clear, very real and 
distinct, out of all. the confusion of 


past noise and chatter; and the writer. 


(nor is she alone in this) must ever 
count the magic of the music of Brant- 
wood oratory among such strains. 
Music, oratory —l Know not what 
call that wondrous gift 
jugates all who come within its reach. 


lending our minds out.’ 


“Tf ever a man lent out his mind to 


' . . 
help others, Ruskin is the man. From 
‘country to country, from age to e@ge, 


must be admitte@ rise | from element to element, he leads the 


laughing, 


while his audience, 
scrambling 


follows with 


way, 


fanciful, “dictatorial sen- 
pictures by the way— 
facts, objects interwoven, 
opening wide, sliding 
drawers unlocked with his own mar- 
velous keys-—and lo! We are 
perhaps down in the center of the 
earth, far below Brantwood and its 
surrounding hills, among specimens, 


tence with 


minerals, and precious stones, Ruskin 


still going ahead, and crying ‘sesame’ 
and ‘sesame.’ and revealing each se- 


-eret recess of his king’s treasury in 
We ever | 


spent at Brantwood, the rooms were | 


turn, pointing to each tiny point of 
light and rainbow veiled in marble, 


gold and opal, crystal and emerald. 
Lady Ritchie | 
and barely beginning to apprehend his 
delightful 
Sat in her place behind a silver urn, | 
of art, from veins of gold meandering 
in the marble, and, speaking of past! 
|} ages, to coins marking the history of | 
as those who have been his guests} man. 


Then, again, while we are wondering, 


illustrations, the lecturer 
changes from natural things to those 


I was specially struck by some 


vs 'lovely old Holbein pieces of Henry | 
Ruskin was explaining his views | VIII which he brought out. I can still | 
see Ruskin’s hand holding the broad 
Who could. 


Whence had it come, that 


down? From what other hands had 
it reached this one? 
once had the spending of 


ham flung it to the winds; 
Milton owned it perhaps before Crom- 


well called the king’s money back into 


his own treasury? Anyhow this | 


golden piece has escaped the Puritan's | 


crucibles, and here it is still to show | 
us what a golden coin may be, lying - 
safe in the Brantwood treasury.” 


Prescott’s Style 


His style is plastic, flowing, all 
It“ varies with the objects it. 
and is cautious or vehe- | 


plain or | 


description, from the _  council- 


flourishes, without any! 


Such a style is to be judged not. 


but 
A person 


work. Of 
Prescott's 


through a lone 


that a great man is greater than we;jeral character, after his powers of | 
are, because his aim (consciously or compositibn had been well trained by | 


unconsciously) is jJuster, his strength | exercise. 


The diction of the earlier | 


stronger and less strained; his right! chapters of “Ferdinand and Isabella”. 
is more right than ours, his certainty | displays an effort after elegance, and 
more cerlain; he shows us the best’ an occasional! timidity of movement, | 


' 
' 
; 


| 


Had Shakespeare | 
it? had! 
Bacon c'utched at it? or had Bucking- | 
or had | 


to 
which sub-. 


“God uses us to help each other so, 


( 


| 


t 
; 
' 
' 
i 
; 
; 


’ 
' 


' 


| 


’ 


— 


natural to a man who had not learned 
to dare, and mistook elegant composi- 
tion for a living style. He soon worked 
himself free from such shackles, and 
left off writing sentences. . Per- 
haps the perfection of his style. in its 
flowing moviment, is seen in the 
“Conquest of Peru.” There afe pas- 
sages in that which seem to have run 
as clear as rills of rock water. They 
are like beautiful improvisations, 
where passions and objects so fill the 
mind that the words in which thev 
are expressed are at once perfect and 
premeditated. K&dwin P. Whipple. 


Growing Wheat” 
(Japanese Hokku) 


Kach morn my wheat I[ view, 

It through the night adds to its heigh! 
By just a drop of dew. 
—-Shunsui (tr. by W. N. Porter). 
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Settlement 


NG is More *mportant at the moment than 
laration to the world that Great Britain 
he problem of industrial unrest.” So did 
Thomas, M. P., the well-known secretary 
tic al Union of Railwaymen, sum up in Lon- 
TT ly, the situation, as: he saw it, at what 
prove to be one of the most remarkable con- 
1 the story of the world’s industry, lew 
1 be inclined to disagree with him. Whe: 
: of the. armistice, last. November, release! 
in circumstance and outlook past recog: 
“the sacred union into which it had en- 
the rest of the country, on the outbreak of the 
a , the world held its breath to see what 
men. No one could justly appraise the factors: 
, old stand-bys, old landmarks had been swept 
abor world was flooded, and had been flooded, 
nC mths and even years, with the wildest theori ies 
ies. One of the largest of the nations had been 
bjugated by a new and revolutionary social 
» advocates of which stood ready, sword in 
Avert the world with all the thoroughness of 
1 Century Muhanmnad; whilst advocates of 
a anarchy spread themselves everywhere 
derworld of Labor, seeking opportunity, or 
9 precipitate their purpose. 
> circumstances many thousands, artd even mil- 
r ric 1s parts of the world turned their attention 
Wnited Kingdom. Here Labor, with its won- 
ization. its official party in Parliament, its 
rious sanity and common sense, the anathema 
of the extremists of many international con- 
‘ Labor would surely be seen at its sanest. 
i Jeaned toward revolution, toward an in- 
“the extremist view, then there was nothing 
hoped for from any other country. 
irly two months, British Laber gay e no sign, 
me the tremendous stand made atthe general 
ritish labor, whatever else it did or did not 
tec bolshevism, utterly and finally. Still the 
mot settled. As the weeks passed into months, 
emobilization of army and factory swelled the 
abor, strikes became more and more frequent, 
§ for drastic changes were heard on all sides. 
fays, toward the end of lebruary, when th 
e€ of the miners, the railway men, and the 
= seemed to be heading for a general 
ca its disastrous consequences: when men 
f@ to obey their leaders, and proclaiming 1so- 
: yen different districts all over the country; it 
a time, as if the British workingman was 
tore the storm after all. There was, how- 
Meral strike. The desire for compromise and 
Won the day/ and the great industrial ship of 
Z) ily moved into calmer waters. When, a 
Sago, the delegates of the Joint Industrial 
iounci] Composed of representatives of Capital 
jet in the Central Hall, Westminster, to hear 
[their provisional joint committee, it was 
Pthat the Labor of the country, using the 
: Riades sense, had sate ‘ly atti aimed ; i higher 
Bver before, that it had, ina word, so Iv ed the 
_ unrest. ha Labor leaders who spoke 
ing, men like |. Thomas, Arthur Hender- 
ynes, oa iL. clearly they recogpized 
us importance of this-achievement, not on), 
1 Kingdom, but tor the rest of the world 
better than any other men how near they 
> be to anarchy, and how much the example 
eoul mean to humanity. 
not only what British Labor has done 
) the world, but the way it did it. After 
1 stated its case in committee, Mr. Arthur 
sclared at the london meeting, however 
’ las expressed in the first instance, they 
lally the same Spirit which had character- 
tio during the war. There was a mani- 
on both sides, to regard themselves ae 
ind stry. It was no longer even the case of 
nd employed only, It was recognized that 
third party whose interests could not be 
| that third party was the community as a 
$0 it was determined not to press the claims 
x to extremes, but to lay down, if possible, 
lat tals, in the hope that those ‘fundamen- 
e pplied in the spirit of good will, and with 
| mon action, with the wish to cooperate 
. in order that the state interests might 
rivalries thar, far too often, had char- 


Boressure of the claims on one side or” 


lays gone by. 

s high ground the situation has never retro- 
o the provisional joint committee continues 
ings in London, making reports, from time 

vernment, and finding the government, 
a and eager to. give legal sanction to 
, wherever feasible, and that at the earliest 

; Thus, recent dispatches from London 

ment’s acceptance, in essence, of the 

“commendations as to fixing of maximum 

inimum wages, agreeing to appoint a com- 

sal with the whole-matter, and welcoming 
#f the committee to set up the joint national 
ie ni t body to assist the government in 
mproving industria! conditions. 
ar to great and wonderful deeds,” declared 

me. the Labor Minister, at the close of the 

| in London. “We have an example in those 
ind died in order that this country might 

a t is for ns to make the country worthy of 

p to be ourselves worthy of them in our 
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turn.” Such views as these, and those of the other lead- 
ers, havé a world message, and are indeed the basis ancl 
essence of true settlement. 


May Days, and Sntad Justice 


lr THE purpose of May Day parades and mass meet- 
ings for the ultra-radieal elements of the social body is 
to attract attention to them and their theories by  stir- 
ring up violent opposition, ‘the May Day Just past 1s 
presumably already set down in the record as a success, 
Its story of nots, street attacks of group upon group, ot 
police interference, arrests, and imprisonments, tallies 
more or less exactly with the program laid down tor the 
propagandism of radieal socialism evervwhere, — [ts cis. 
orders are of | the sor which, according roocert) nn) hocies 
Ot Opponents, would fade away it only the public would 
ignore them, Yet the aftermath of May Day in the 
United States is to be found in the talk of new laws to 
“eurb bolshevism,” and to strengthen the hand of the 
authorities in prosecuting offenders against the govern: 
ment, on the ground that the time for tolerance is past. 
And the record of the May Days of the past two decades, 
cumulatively considered, any more than the literature oi 
agitation that filled the United States mails as a pre- 
liminary to the May Day of the present month, does noi 
encourage the notion that these disturbances are to be 
obviated by ignoring them. 

The fact is, they cannot be ignored. And they should 
not be. What is needed, rather, is to have them consid- 
ered, and studied, and dealt with, not as mere local out- 
bursts, or as part and parcel of some particular disagree- 
ment, but on the broadest possible basis. Let them be ex- 
amined into for all that they can tell or uncover as to the 
fundamental causes and sources of the unrest and protest 
that they express or embody. To some extent, and among 
what may fairly be termed the more enlightened factors 
in the social composite, this sort of study and examina- 
tion is being carried on already. It is having its beneficial 
effect. But it should be more generally noted and apprect- 
ated, and the example should be more generally accepted 
and followed. The example should be accepted by the 
representatives of Capital and government. [or these dis- 
orders involve contradictions that require to he harmo- 
nized. It may suffice for a time to put away the agitators 
with the declaration that they “don't know what they 
want.” But the answer is becoming plainer. And, mean- 
while, some good may result from a serious effort to dis- 
cover why, ina country that is politically governed, Labor 
msists that it is bound to control and vet persists that it 
must stay out of politics: why, in a country where the 
rights of free speech and free press are held to be turda- 
mental to free government, thoge rights are invoked tor 
speeches that would assail and break down the govern- 
ment: why, in a day and generation when all activities 
and purposes are tending toward organization, the radical 
effort to “organize” proceeds by the method of disorgan- 
izing: in short, why, in a country and under a form of 
governinent that is preeminent in purposing and promot- 
. the ultra-radical groups h&Ave aroused war sen- 


ing peace 
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timent 3 urging pacificism and are pretending 1 
industrial peace by exciting social war. 

It might be easy for the dominant social groups, rep- 
Capital and for the moment by the govern- 
these contradictions by picking up the 
gage of battle. Yet that would be to discard the lessons 
of the great political conflict that has just been fotught 
to its finish. Better,than that it will be to accept the 
lesson of the effort now being compieted to establish and 
perpetuate political peace, by providing for such an un 
derstanding as shall remove the causes of war. What 1s 
most in demand by those who consider themselves op- 
pressed by world conditions of tod; iv 1s first aml foremost 
the opportunity to explain their grievances, to be heard, 
in such a place or mannet that the evils of the situation 
shall be corrected. And already there are indications 
that this demand is about'to be met. It 1s being more 
and more generally recognized that the motive of private 
gain as a basis and incentive tor industry must be super- 
eatin by the-motive ot public service 1f the democracy 
now so widely heralded is to insure to all the right ot 
life. liberty, and the pursuit of happiness. It is being 
eradually comprehended that a proletarian autocracy ts, 
after all. no nearer justice than an aul ocrac\ oft capit al- 
ists. It is being discerned that the right conditions are 
pointed hy the dictum, “leach tor all and all for each.” 
And so. in the midst of disorders and contradictions, 
whether of ultra-radicals or conservatives, there is com. 
‘ng into view an organized.effort to extend the idea of 
ihe industrial conterence, wherein workers shall come 
Tace © face with employers, operators of machinery shall 
meet in common discussion with the owners of it, labor- 
ers talk with directors, to the end that all shall under- 
stand one another. Results already achieved by this 
method, as indicated by the operation of the Whitley 
foint Industrial Boards set up in (sreat Laytain, pomt to 
this way as the way of intelligence. It is giving indus- 
trial workers a voice and a hearing and it is meeting 
their needs. By providing a practical way out of social 
pnequities, it 1s leading to social justice. \nd although 
the social order should unquestionably protect itself 
against the evils of May Day riots, 1t should press for- 
ward on the way toward the better understanding that 


resented by 
ment, to meet 


will remove their causes. 
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Japan and Korea 


facts concerning the true position in Korea 
slowly filter their way, through a rigorous Japanese 
censorship, to the outside world, it becomes more and 
more apparent that Japan is seeking to maintain her hold 
on the peninsula in a truly Japanese fashion. In spite 
of all official statements to the contrary, reports from 
many different quarters are gradually establishing the 
fact that the Japanese authorities in lkorea are putting 
down the independence movement with a ruthlessness 
all too reminiscent of the Prussian method in lcurope and 
elsewhere. Indeed, as time goes on, it becomes apparent 
that the Korean tragedy, for it can be called nothing less 
today, is remorselessly compelling Japan to reveal her- 
self in her true character. 

Now no one with ahy sense of responsibility would 


AS THE 


desire to stir up ill-feeling between nations, especially a 

such a juncture as the present. On the other hand, no 
one with any sense of responsibility would venture to 
aid in suppressing the true meaning of such a situation 
as at present obtains in Korea. That meaning is readily 
apprehended. As has been more than once pointed out, 
Germany, up to the outbreak of the war in Ig14, to put 
the date no later, had been Japan's model in practically 
everything for over thirty years. The Japanese Consti- 
tution is practically identical with the German Constitu- 
tion, as it existed under the Kaiser, whilst in military 
matters, in trade,.and in political method Japan took her 
ideas and ideals from Germany. Hitherto these tacts 
have not been generally apparent, save to those who have 
taken more than a passing interest in the question, The 
final results of her system were never generall\ apparent 
in Germany until the war forced all the iniquity of it 
to the surface, Germany everywhere displaved an order, 
“good government,” prosperity, and contentment which 
deceived even the elect, And so it is with Japan, It 
has called for a situation like that which now obtains in 
orea ‘to reveal Japan in a true light. 

‘Japanese Imperialism,” declared Dr, Lyngman Rhee, 
secretary to the provisional government of Korea, to a 
representative of this paper a few days ago, “has, for 
len years, attempted to stamp out Korean native ctviliza- 
t1on‘fand to denationalize the Koreans as a distinct race.” 
And how has Japan done this, or atternpted to do it? In 
much the same.way that Germany attempted to do the 
same kind of thing in Poland, in Schleswig, and in Alsace- 
lorraine. With the al of a spy system based on the 
German model, Japan has sought to develop every occa- 
sion to create dissension amongst the Koreans themselves. 
She has carried out a ruthless system of colonization, 
replacing native Koreans with Japanese coolies, and i 
every way, as Dr. Rhee expressed it, has sought to make 
orea “‘more Japanese than Japan herself racially, reli- 
giously, and every other way.” 

As long as the Koreans submitted, all apparently went 
well. The outer world heard Itttle about the situation, 
and Tokyo could send out, as it did, year by year, a ver- 
itable flood of illustrated literature showing the abound- 
ing prosperity of Chosen under Japanese rule. The 
moment, however, theeKoreans sought to throw off the 
voke, a reign of terror ensued. Unresisting crowds were 
fired on, and - hundreds and thousands killed or wounded: 
churches were wrecked, private houses entered, and young 
men and women dragged off to prison and unmercifully 
flogged. This is only the mildest part of the story. 
There are many other more shameful details. And it all 
means, of course, that Japan has not begun to learn the 
lessons-which the war has forced upon the rest of the 
world. Such methods are no longer possible, and, no 
matter how apparently powerful the nation that attempts 
to make use of them, they will, sooner or later, prove that 
nation's undoing. 


Craftsmanship. in Jewelry 


Htsrory, both sacred and secular, and the traditions 
of the ages, have dealt, usually in detail, with ‘the con- 
temporary art of their periods as reflected in the crafts- 
manship ot the jeweler. Peoples of every degree of 
civilization and culture have attached great intrinsic or 
sentimental value to certain gems or metals, and many 
have sought to endow them with mherent potentialitv. As 
‘very age and race has produced its devotees and ad- 
mirers of one or another of the gems or metals regarded 
as the most precious, and has advanced in skill and cratts- 
manship those who wrought and shaped the coveted 
articles of adornment, so every age and race, perhaps, has 
produced its ambitious alchemists, those who dreamed 
of discovering formulas ot synthetic chemistry which 
would enable them to produce, trom the. sands of the 
earth, as it were, and in unlimited profusion, the gems 


‘and metals to possess which mankind has ever endured 
sut the dream 


the hardships and perils of mine and sea. 
of the-alchemist has never been realized, though perhaps 
the quest for the rainbow’s end will never cease. He will, 
very likely, persevere because he is constantly being goaded 
on by contesnporary craftsmen who, dealing with the 
materials at hand which civilization has branded as gen- 
ulne, continue to devise and tashion patterns and designs 
regarded as more and more desirable and alluring. 

Just now, no doubt, the ambitious synthetic chemist, 
never entirely disheartened by centuries of failure, feels 
impelled to new and greater efforts by the recent produc- 
tion, in France, by René Lalique, said to be the world’s 
greatest craftsman in jewelry and glassware, of what, 
according to reports, is pronounced a masterpiece of the 
jeweler’s art. ‘This decoration, a magnificent corsage 
ornament, presented by the people of Paris to Mrs. 
Woodrow Wilson; on the oceasion of her visit there with 
the President at the opening of the Peace Conference, and 
brought to the United States when she returned in Feb- 
ruary, is in the form of an immense olive branch, made 
entirely of diamonds. Perched upon twigs of the branch 
are eight doves of translucent enamel. 3 

But at the moment, no matter how greatly the dia- 
mond is admired, it must vield itself, in the month of 
May, to the sentimental reign of the ancient emerald, 
which ranked with the ruby and sapphire of the ancient 
The craftsman jeweler, in the davs of the 
Pharaohs, shaped and burnished these ov for their 
kings. They were worn, likewise, by the Greeks and 
Romans, and rich specinens have been recovered from 
the ruins of Pompeii. | 

Bibliography of the jeweler’s craftsmanship, an in- 
structive and interesting subject of research, covers the 
years from the I:gyptian period just mentioned throngh 
the Phoenician period, the days of prehistoric Greece, of 
ancient Rome, of the Byzantine period, with 
rings bearing Christian symbols : of the arts of the Gothic 
and Germanic tribes, of the Italian Renaissance, and of 
Germany and France dowh to the present time. It is 
interesting that the designer of the olive branch of dia- 
monds referred to 1s recognized as the leader in the 
revival of the jewelers art as applied to articles of per- 
sonal adornment, though the permanent organization of 
the industry, at this stage of the, world’s history, is said 
to depend largély upon the efforts, often. inefficient, by the 


world. 


its finger 
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way, of arts and crafts societies and schools in Europe 
and the United States. 

The vocatign of the jeweler is, one mav infer, well ane 
permanently established. His products and wares are 
never subjected to more than the passing whuns and 
lancies of a clientele as old as the ages and ever at hand 


Notes and Comments 


AFTER much general conversation and many an enter- 
taining article and passing paragtaplh about aerial condi- 
tions when airplanes become a commonplace, the first 
American policemen’ of the skv have flown from New 
York City to Philadelphia. Thus New York becomes the 
first American city with organized aerial potice, and when 
the first biplane, laden with men in the uniform of the 
Pioneer Wing, Police Reserve. Air Setvice, rose from the 
rround, the new era was inaugurated, . Law-breakers in 
he sky are not yet numerous, but, even with no police 
business aloft, anything that adds to the flexibility of 
police service, and quickens the speed with which police- 
men can travel, makes for better observance of the law 
and more efficient protection of the law-abiding. From 
this point of view the “First Police Petrol Wagon of the’ 
Air,” as it has been graphically called, is a valuable acl- 
dition to police equipment. 


A TRIOLET OF EVENING 
[N GOLD with purple richly gay 4 
| The evening speeds ‘the passing dav 
All hushed the river brims below, 
The*evening speeds the passing day. 
The bridge’s band across her brow 
[ts crowning lights a golden glow. 
In gold with purple deeply gay 
The evening speeds the passing day. 
Copyright, 1919, by The Christian Science Publishing Society 


ConsERVATION holds that ev erything figuratively like 
a sword must be turned into something figuratively like a 
plowshare ; and to this end the Surplus Supplies Disposal 
Board, in London, is asking for suggestions that shall 
convert. weapons and war ‘matériel io domestic uses. 
Some such transformations are fairly obvious. Dealers, 
for example, are furbishing up shell helmets and selling 
them as a new kind of flower pot. Persons who wish to 
decorate their gardens with a war souvenir, in which, 
as is cannily suggested, birds will build ‘ests, can buy a 
1 2- pounder gun for about $250. Mess tins are becoming 
baking pans in the home kitchens; kit bags are being 
used by cricketers; wire netting passes from the battle 
field to the poultry yard. Most interesting ‘of all, per- 
haps, the tubing of destroyed aeroplanes is being used 
to make the framework for children’s perambulators. 


MANY readers may have had a feeling of regret at 
the statement of a Salvation Army official “that the ten|- 
ency gf the organization is away from the pictorial 
accessories that have added color, since the Army was 
organized, to the street life of large cities. Growing 


older, apparently, the Army will take on dignity with its 


vears; it will no longer shake the tambourine, blow the 
brazen trumpet, or beat the booming bass drum on stree! 
corners. One remembers when the Salvation soldiers 
were “something new,” and many observers criticized 
their methods as too undignified to secure lasting results. 
The Army knew better; countless human beings in sorry 
need were helped because tambourine, trumpet, and drum 
attracted their attention. If the instruments are soon to 
be silenced, it 1s doubtless because the same wisdom that 
understood their value has decided that they have now 
fulfilled their appointed task. | 


Tux somewhat staggering figures that have just been 
issued relative to the public debt. which the United States 
Gsovernment has incurred since .the beginning of the war 
might appall, were it not that the world is getting so used 
to thinking in billions, where it used to think in hundreds 
or thousands, that it has ceased to allow such trifles as 
an extra billion or two to arouse it unduly. It is inter- 
esting, however, to speculate on what the feelings of the 
founders of the Republic would have been had they been 
told that, well within the century and a half after they 
had labored to establish the government on a stable basis. 
that government would be so firmly intrenched as to be 
able to borrow $24,824,345,000 from the people, within 
a period of two years, and cause scarcely more than pass- 
ing comment. 


a ee em es ee 


Unrtu. quite recently, the smallgr countries of Fu- 
rope have been regarded by the average American mainly 
as places from which emigrants came to the United States, 
and the wider knowledge now being diffused may well 
serve to increase respect for the emigrant. One feels, 
for example, more respectful toward Armenia after read- 
ing the history of Armenian script written by Dr. Richard 
Gottheil, chief of the Oriental division of the New York 
Public Library. This necessary accessory of written 
language is said to have been provided by a certain Syrian 
Daniel, and enlarged and perfected by the Armenian St. 
Mesrob, in 410, by the addition of vowel signs after the 
Greek system. Mesrob translated the Old and New 
Testament into the Armenian tongue, and the early lit- 
erature of the country was largely theological. The first 
book printed in Armenian type was produced in Venice in 
1512, thirty years before the printing press began work- 
ing in-Armenia. And today the Armenian in America 
comes from a nation whose literature, simply listed as 
titles of book and manuscript, fills thirty-six volumes of 
bibliography. 


ALTHOUGH, ina spirit of semi-braggadocio, the liquor 
interests have, for some time past, been attempting to 
make the people of the United States believe that thev 
had some inside information that wartime prohibition 
would never become effective, as the day on: which the 
country is to become bone-dry approaches, certain straws 
show in which direction the wind really blows. When, 
for example, glass works close down, licenses are not re- 
newed, and a limit is placed on “empties” for return, 
there must be good reason for such actions. And still. 
from certain quarters, there is emanating the ery tha: 
the wartime prohibition ruling will be abrogated. Surely, 
there are none so blind as those who will not see. 


